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Plans Shaping for 
Washington Program 

Community .Celebration at 
School February 22 to Fea- 
ture Observance. 

D. A. R. LENDS SUPPORT 



Narberth's plans for a proper ob- 
servance of the Washington IJi-Cen- 
tcnnial took definite form this week 
when announcement was made of the 
program which shall hold forth on the 
200th birthday, February 22, 1932, with 
a community celebration in the school 
auditorium. 

The features of the evening will be 
the reading of Washington's Farewell 
Address by Rev. Robert E. Keighton, 
address by Frank A. Schrepfer on 
"Washington the Soldier;" address by 
Fletcher W. Stites on "Washington the 
Statesman," and an address on "Wash- 
ington in Our Neighborhood," by a 
member of the Dr. Benjamin Rush 
Chapter of the Daughters of the Amer- 
ican Revolution, whose name will be 
announced in next week's "Our 
Town." 

In addition there will be a one-act 
patriotic sketch by the Narberth J May- 
ers and the school children will pro- 
vide a series of minuets. Chorus lead- 
ers will direct the singing of the 
national hymns by the audience. 

Mrs. H. G. Martin and Mrs. C. Al- 
ley Farmer, representing the Daughters 
of the American Revolution, are mem- 
bers of the borough committee to 
which has been assigned the prepara- 
tion of Narberth's part in the nation- 
wide recognition of the important anni- 
versary and all the facilities and pres- 
tige of this premier patriotic society, it 
is reported, will be lent to an instruc- 
tive and impressive demonstration of 
the status of General Washington as 
first in war, first in peace and first in 
the hearts of his countrymen. 

It is also stated that every household 
in the borough will be requested to 
make a display of flags and bunting 
<Iuring the entire week of February 22, 
1932, and to display the Washington 
pictures which will be available at the 
local stores. 

The other members of the committee 
;tre Mrs. John C. Xash. Mrs. Robert 
Fellows Wood. Arthur L. Cooke and 
W. J. Drennaii. with J. J. Cabrey as 
chairman. 



Vestrymen Elected at All 
Saints Annual Meeting 

At the annual parish meeting of All 
Saints Church, Wynncwood, on Tues- 
day evening the following vestrymen 
were elected: J. O. Hackenburg. Fred 
B. Dickson. B. S. Melor and Abram G. 
Tatnall. 

Reports of organization heads for 
the past year were read at the meeting, 
including a review of the work being 
done at Gladwyne in conjunction with 
the Main Line Federation of Churches. 

Approximately sixty people attended 
the supper served in the parish house 
by the Women's Auxiliary prior to the 
meeting. 



Penn Professor to Speak 

at Men's Asso. Tuesday 

The initial meeting of the James C. 
Simpson Men's Association will be held 
Tuesday evening at the Baptist Church 
of the Evangel, Narberth. 

The speaker will be Roy Abrams, 
professor of sociology at the University 
of Pennsylvania. He will talk on "The 
Church in the World. War." Professor 
Abrams is a frequent contributor to 
"The Nation," "World's Work" and 
other magazines. 

The new men's group is named in 
honor of the late Mr. Simpson who, 
for many years, was secretary and 
president of the Men's Association at 
the Raptist Church. 



Main Line Orchestra to Present Largest 

Group in Its History at Sunday's Concert 



The largest playing group in its his- 
tory will represent the Main Line Or- 
chestra at its second concert of the 
season which will be given at the Ard- 
more Theatre this Sunday evening. 

The organization will be under the 
baton of its conductor, Adolph Vogel, 
of Narberth. 

The soloist at Sunday's concert will 
be Rosetta Samuel French, pianist, a 
former resident of the Main Line, who 
now lives in New Jersey. She will 
play, with orchestral accompaniment, 
two numbers by French composers. 
The first will be a novel, modern work, 
"Fantasie." by Aubert, while the other 
is "The Wedding Cake." by Saint- 
Saens. 

The orchestra will be heard in com- 
positions by Beethoven, Mozart and 
Bizet. The "Egniont Overture," by 
Beethoven, will open the program. 
This will be followed by Mozart's 
"Symphony in G Minor," one of his 
best known and most popular works 
for orchestra. Miss French will then 
be heard in the two numbers with the 
orchestra. The concluding number on 



the program will be Rizct's suite, 
"L'Arlesienue." 

"Many people think that the Main 
Line Orchestra is an exclusive affair 
since it is sponsored by prominent peo- 
ple," said J. R. Mickle. of Bala, busi- 
ness manager of the organization, in 
discussing the forthcoming concert. 
"That, however, is not the case. The 
idea back of it is to make it a truly 
representative community institution. 
In this, the orchestra's tenth year, we 
are continuing to work towards our 
ideal of presenting fine music with 
capable and talented players. Because 
of the interest manifested by musicians 
of ability it has been possible to raise 
the playing standards, making it more 
difficult to attain active membership in 
the organization. This raising of the 
standards in the players' ranks, has, of 
course, resulted in better music for the 
audiences." 

An extra concert may be given this 
year for the benefit of unemployment 
relief on the Main Line. Mr. Mickle 
said. The plans for the Redwood 
String Quartet have not yet been defi- 
nitely completed. 



Benjamin Rush Chapter 
Discusses Bi-Centennial Plans 



The Dr. Benjamin Rush Chapter, 
D. A. R., held its regular monthly 
meeting at the home of Mrs. Frederick 
A. Egniore, 19 Klinwood Avenue. Nar- 
berth, on Monday afternoon. Mrs. 
Hugh Glenn Martin, the regent, pre- 
sided. 

Following the reports of the secre- 
tary and treasurer and the various 
chairmen of committees, plans were 
<liscussed for the participation of the 
chapter in the community celebration 
of the George Washington Bi-Ccnten- 
nial on February 22. Mrs. C. Arle. 
Farmer was appointed as the repre- 
sentative of the chapter to make the 
arrangements for the part of the pro- 
gram in which the chapter will partici- 
pate. There was no speaker as Mrs. 
J. G. Forney, State librarian, who was 
to give a talk on the D. A. R. Magazine 
and Library, was absent owing to ill- 
ness. 

Mrs. Walter O'SulIivan read a very 
interesting account of Washington's 
family relationship with his step-chil- 
dren and step-grandchildren, which de- 
picted his great love for them and also 
his wise guidance in the important 
periods of their young lives. 

The next meeting on February 15 
will include a luncheon which is being 
given for the benefit of the chapter and 
will be held at the home of Mrs. E. IS. 
Hoskins, 313 Woodside Avenue, at 1 
o'clock. All members and their guests 
who wish to attend should notify Mrs. 
Hoskins or Mrs. John C. Nash, chair- 
man of the ways and means committee, 
by Saturday. February 13. 



First Series Matured 
by Legion B. and L. 

Payment of #55,400 Sent to 

277 Stockholders This 

Week. 



EARNED OVER 8 PCT. INT. 



Mulieres Plan Card Party 

The Mulieres of the Narberth Fire 
Company are giving a card party on 
Friday evening, February S, at 8 
o'clock in Elm Hall. There will be 
bridge and pinochle and a number of 
attractive prizes. Reservations may be 
made with Mrs. William Sibley, Nar- 
berth 3821, or Mrs. J. J. Findeison, 
Narberth 2598-M. 



Its first single stock series was ma- 
tured by the Narberth American Le- 
gion Building and Loan Association 
this week, and checks were sent hold- 
ers of 277 shares for a value of $55,400. 

Over 8 per cent, interest was earned 
by these shares, which matured in 11 
years and live months. Stockholders 
paid $137 on each share and received 
$200, which included $63 profit. 

Officers of the association, which 
meets the first Tuesday evening of 
each month for the payment of dues, in 
the Narberth Coal Company office, are 
Alexander C. Shand, Jr.. president; 
Isadore A. Miller, vice president; 
Harry A. Simpson, secretary; Horace 
T. Snicdley, treasurer, and Walter M. 
Burkhardt. solicitor. 

Directors are Fdward Davis. Mau- 
rice B. DuMarais, Ralph S. Dunne. 
James W. Follin, William H. Fowler. 
Harry A. Jacobs, J. 1.. McCrery, Carl 
B. Metzger. 1. A. Miller, John A. 
Mowrer. Jr., Henry T. Nash, Jr., A. C. 
Shand, Jr.. Harry A. Simpson, Horace 
T. Smedley, Fletcher W. Stiles and 
William H. Durbin. 

Next series of single and double 
shares will be opened April 5. 



One Day Cooking School 

at Methodist Church 



Narberth National Bank 
Holds Its Annual Meeting 

The annual meeting of the stockhold- 
ers of the Narberth National Bank 
was held Tuesday of last week for the 
purpose of electing directors and in- 
forming the stockholders of the bank's 
condition. 

The report of President Carl B. 
Metzger showed that the institution 
had maintained its community service 
unimpaired, had made a pleasing profit, 
and was in a strong position. 

Directors re-elected were W. C. 
Alexander, Jr., F. von A. Cabeen, Jr., 
Edwin P. Dold, Howard Hager, Ed- 
ward S. Haws. H. Boardman Hopper, 
Charles E. Kreiner. J. L. McCrery., 
Carl B. Metzger, W. R*. Parker, A. 
Perry Redifer, Jr., Alan J. Smith, 
Fletcher W. Stites and Leonard W. 
Williams. 

The officers are: Mr. Metzger. presi- 
dent; Mr. Kreiner, vice president; Mr. 
McCrery, cashier, and Carl 15. Metz- 
ger, Jr.. assistant cashier. 



Dr. Hart Discusses 
Religious Thought 

U. of P. Professor Speaks at 

Community Club on 

Tuesday. 



HEAR GIRLS' GLEE CLUB 



The Woman's Community Club of 
Narberth held its regular meeting in 
the Community Building on Tuesday, 
opened with the singing of a Bach 
chorus by the Girls' Glee Club of the 
Overbrook School for the Blind, under 
the direction of Miss Sarah Gertrude 
Recss. Following the regular business 
of the club and the reports of the 
various chairmen, the Girls' Glee Club 
gave four numbers which included 
"Dreaming Time," "Slumber Sea," 
"Gypsy" and as a finale, "They Met 
on the Twig of a Chestnut Tree." . 

One of the Overbrook students, Miss 
Anita Gaul, pianist, played a Gavotte 
■in G Minor by one of the modern 
Russian composers and the "Sub- 
merged Cathedral," by Debussy. Miss 
Gaul gave a picturesque explanation of 
the mythological story on which De- 
bussy founded his music. She is a 
pianist of remarkable ability and plays 
with a great deal of feeling and ex- 
pression. 

The speaker of the afternoon was 
the Rev. John M. Hart, Professor of 
the Psychology of Religion at the Uni- 
versity of Pennsylvania. As the 
holder of this position, Dr. Hart finds 
himself in the midst of many religious 
controversies. His subject was "The 
Trends of Modern Religious Thought," 
in which he pointed out there was a 
tendency among all the religions of the 
world of coining together on the Di- 
vine Concept. According to Dr. Hart 
religion is not a mathematical problem, 
but a rich combination of the elements 
of life, and as everybody in the uni- 
verse is becoming more and more in- 
terested in religion, they should be 
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Business Association 
Formed in Borough 

Object to Safeguard Interests of 

Business Section, Improve 

Conditions. 



Speaks Here Sunday 



DUNNE IS PRESIDENT 



The Christian Herald will conduct 
a one-day cooking school under the 
auspices of the Ladies' Aid Society of 
the Narberth M. K. Church on Wed- 
nesday, February 3, at 2 o'clock in the 
Parish Hall of the church. 

A light buffet luncheon will be 
served and ten or fifteen worthwhile 
prizes will be awarded during the after- 
noon. Tickets may be obtained from 
Mrs. Howard White, Narberth 4036-W. 
A cordial invitation is extended to 
every woman of the community. 



The regular meeting of the Epworth 
League will be held this Sunday eve- 
ning at 0:45. The topic will be given 
by Edith Thomas. All are urged to 
attend. 



Penn Valley Garden Cli|b 

Holds January Meeting 

The Pent! Valley Garden Club met 
on Monday at "Penn Valley Farms," 
the residence of Mrs. John A. LaFore, 
president of this active organization. 
About twenty-five members attended 
the affair. 

This being the first meeting of the 
new year, a review of last year's activi- 
ties was given and plans for the com- 
ing season were enthusiastically dis- 
cussed. Upon the completion of usual 
routine business, reports from several 
committees, etc.. Mr. Edward Kolb 
was introduced who entertained those 
present with a talk on the culture of 
delphiniums, as to their importance in 
the well-appointed garden. 

The next meeting will be held early 
in February and as has been the cus- 
tom in the past the members will again 
be addressed by a guest speaker on a 
topic sympathetic with the aims of this 
organization. 



Over thirty of Narberth's leading 
business men formed an association 
this week to safeguard the interests 
of the borough's business section and 
improve conditions. At a meeting in 
the Arcadia Restaurant Wednesday 
noon, they decided on monthly dues, 
monthly meetings to discuss problems, 
and also elected officers and an execu- 
tive committee to act in their interest. 

President is Ralph S. Dunne, head 
of the Narberth Coal Company and 
president of the Bala-Cynwyd-Nar- 
berth Rotary Club. William H. Dur- 
bin. baseball star and member of the 
real estate and insurance firm of Dur- 
bin and Howard, was made vice presi- 
dent. Henry T. Nash, of Robert J. 
Nash's Narberth office, is secretary, 
and the treasurer is J. L. McCrery, 
cashier of the Narberth National Bank. 

An executive committee of seven 
was elected, including the four officers 
and Fred Walzer. painter and recent 
r 
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DR. A. R. WENTZ 
professor of Church History at the Gettys- 
burg Theological Seminary, who will be 
the speaker at the third community service 
of the season at the Narberth M. E. Church 
on Sunday night. 



Parent-Teacher Group 
Hears Talk on Russia 



Frank Conner, of U. of P., Tells 

of His Trip and Shows 

Soviet Slides. 



LOU YOUNG CHAIRMAN 



"Don't Sell America Short." This 
phrase, attributed to the comedian, lid- 
die Cantor, was used by Frank Con- 
ner in summing up his talk on "Con- 
ditions in Russia as They Are Today," 
made before the members and friends 
of the Narberth Parent-Teachers' As- 
sociation on Monday evening in the 
school auditorium. 

Mr. Conner, instructor of geography 
and industry at the University of 
Pennsylvania, gave a very interesting 
talk on a trip he made to Russia this 
past summer and illustrated his re- 
marks with lantern slides given him 
by the Soviet authorities in exchange 
for pictures he had taken which the 
authorities confiscated. Mr. Hall, his 
traveling companion through Russia, 
operated the camera. 

In describing his trip he spoke of the 
"Five- Year Plan" and the Russian ef- 
forts to carry it out, housing condi- 
tions, culture and recreation, religious 
propaganda and a number of other 
objects which makes the Russi-i of to- 
day so interesting an experiment to 
the rest of the world. In summing up 
his talk he expressed the opinion that 
even in the midst of economic up- 
heaval. America today is infinitely bet- 
ter off than Russia of the Soviets. 

Louis A. Young, chairman of the 
Fathers' Night Committee, introduced 
the speaker and gave a short talk on 
competitive athletics. 

Kenneth L. M. Pray, president of 

Continued on Piik? (• 



Sub-Juniors Hear Pearce 

The Sub-Junior Department of the 
Women's Community Club of Nar- 
berth held a very successful meeting 
on Monday night in the Girl Scout 
wing of the Community Building. 
Vincent Pearce. instructor of public 
speaking at Lower Merion High 
School, was the speaker. Miss Marion 
Odiorne and Miss F.thel Killiau were 
the hostesses. There were twenty-live 
girls present. 



High Tribute to George Mahl, Jr., 

Narberth Youth Who Died Last Week 



Named to Tennis Posts 

W. D. R. Evans, of Narberth, was 
elected vice president of the Middle 
States Lawn Tennis Association last 
Saturday at its annual meeting. Frank 
Zook, of Cynwyd, was named a mem- 
ber of the Executive Committee. 



Funeral services were held last Sat- 
urday for George Arthur Mahl, Jr., 
fifteen-year-old son of Mr. and Mrs. 
George Mahl. of 20 Narbrook Park, 
Narberth, who died last Thursday at 
University Hospital, Philadelphia. 

Held at the Oliver H. Bair building, 
the services were conducted by the 
Rev. Gibson Bell, rector of All Saints 
Church, Wynncwood, and the Rev. 
Howard Burton Boyd, pastor of the 
Arch Street Presbyterian Church, 
Philadelphia. Burial was in West- 
minster Cemetery. 

He is survived by his parents and 
a sister, Christine, a student at Oberlin 
College. 

The plucky fight the youth had 
waged for four years against nephritis 
had won the admiration of all who 
knew him. 

The following tribute to the boy was 



Third Community 

Service Is Sunday 

Dr. A. R. Wentz, of Lutheran 

Theological Seminary to 

Be Speaker. 



TEACHES CH. HISTORY 



The third Community Service of the 
season will be held this Sunday eve- 
ning at the Narberth Methodist Epis- 
copal Church at 7:45 o'clock. 

The speaker will be Dr. Abdel Ross 
Wentz, professor of church history at 
the Lutheran Theological Seminary at 
Gettysburg. Dr. Wentz, who was or- 
dained a Lutheran minister in 1907 and 
taught history at Gettysburg College 
for seven years, will speak on "Over- 
flowing Abundance." 

Born in York County, Pa., in 1883, 
Dr. Wentz received his A.B. degree 
from Gettysburg College in 1904 and 
his B.D. from the Lutheran Seminary 
in 1907. For the next three years he 
studied in German at the Universities 
of Leipzig, Berlin, and Tubbingen. In 
1914 he received his Ph.D. degree from 
George Washington University and 
his D.D. from Gettysburg in 1921. 

A member of the executive board of 
the United Lutheran Church in Amer- 
ica, Dr. Wentz is the author of several 
books dealing with the history of the 
Lutheran Church. 

As in the past, this Sunday's service 
is sponsored by the following groups: 
Methodist, Baptist and Lutheran 
Churches of the Borough, Merion 
Friends' Meeting, American Legion 
and Woman's Community Club of 
Narberth. 

All residents of Narberth and vi- 
cinity, whether connected with a local 
church or not, are cordially invited to 
attend the service. 



Arabian Student 

Addresses Juniors 

Wadi Taragi, of Haverford Col- 
lege, Describes Customs 
in Palestine. 



FOOD SALE TOMORROW 



The Junior Community Club held a 
supper meeting in the scout wing of 
the Community Building, attended by 
approximately thirty members and 
guests last Thursday evening. Mrs. 
Paul Shea, chairman of the hospitality 
committee, arranged for the supper, as- 
sisted by her committee, and a very 
good menu was enjoyed. At the meet- 
ing following the president. Mrs. Ells- 
worth B. Clark, held the chair during 
the business procedure. Mrs. Clark 
then welcomed the several guests of 
the club present, among them Miss 
Margaret Reid, chairman of the Juniors 
for the Southeastern District. Also 
present were Miss Margaretta Runyan, 
of the Senior Club: Mrs. W. J. Odi- 
orne. chairman of the sub-juniors; Miss 
Kitty Jane Miller and Miss Baker, sub- 
junior members, and Mrs. Anne Mor- 
gan Roberts, representing "Our 
Town." Mrs. Clark, at the termina- 
tion of the business session, turned the 
meeting over to Miss Margaret Kent, 
chairman of the speaker's program 
who presented Wadi Taragi, of Pales- 
tine, an Arabian, who is studying Phil- 
osophy at Haverford College. 

Educated in the Friends' School in 
the Holy Land connected with Haver- 
ford, Mr. Taragi gave an interesting 
account of the geographical situation of 
Palestine as well as the customs and 
manner of the people including the 
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paid by Mr. Bell, headmaster of Mont- 
gomery School, which he attended: 

"It is very seldom that one's sym- 
pathy and sorrow is felt as deeply 
when a friend passes on into the pres- 
ence of God as is the case with George 
Mahl. 

"In the first place George Mahl has 
been associated with Montgomery 
School since 1922. Until five years 
ago. when he was first taken sick, 
George stood consistently in the high- 
est group of the class. 'His industry, 
ambition and intelligence were the 
cause for admiration and commenda- 
tion of all of us. George's character 
and his ideals had not only influence 
over all of his friends which was very 
fine, but was an inspiration to us, his 
teachers and friends. Never was it a 
question of whether he could break a 

Continued on Page U 



Men's Club to Meet Thurs. 

The Men's Club of the Methodist 
Church will hold its regular monthly 
meeting at 8 o'clock next Thursday 
evening. January 28, in the church par- 
lor. All men of the town are cordially 
invited to attend. 



Food Sale Tomorrow 

The Junior Community Club of Nar- 
berth will hold a food sale this Satur- 
day morning in a vacant store on Hav- 
erford Avenue, beginning at 1 1 o'clock. 
The sale will include cakes, candies, 
jellies and other good things to eat. 



School Board Meets 

Routine matters occupied the atten- 
tion of the Narberth School Board it 
its regular meeting held at the school 
last Friday evening. 
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20,000 Main Liners Must Act 

The response to the editorial in these columns last week, urging the 
necessity for an open discussion of Merion Title and Trust Company 
matters, backed by real information, has resulted in widespread comment. 
That the public is vitally interested is an obvious fact. That depositors 
to the staggering number of 20,000 are involved, and must become active, 
is a necessity both for themselves and for the community as a whole. 

With the consent of the directors of the closed bank and of the 
State Banking Department, a committee of depositors is now engaged in 
assembling a. partial study of facts pertaining to the state of the bank 
as it now stands. On the basis of that report, which cannot in the nature 
of things be either exhaustive or final, community action must follow. 

In the meantime, there is much to be thought over by the 20,000 or 
so people wliose money is involved, for upon them will fall a part of the 
responsibility for the success of any plan for reconstruction that may 
be approved by the State. And, further, upon the success of such a plan 
will depend the amount these depositors may hope to recover from 
the wreck. 

For it is common knowledge that a complete liquidation will wipe 
out millions in assets. A study of the appraisals of other closed banks 
will give a clue to that fact. It is also common knowledge that more can 
be salvaged if a new bank can be set up with aid in this liquidation as 
one of its functions. Such a bank, which is inevitable, will have to be 
a community enterprise. 

The next few weeks will sec the release of some pertinent facts on 
the Main Line's present hopes in the Merion Title matter. Complete 
information must follow, and the efforts of individuals and officials of 
local governments must keep at it until the screen is lifted. One cannot 
travel far in a fog. 

Editorial writers new to the Main Line have been trying unsuccess- 
fully to stir up a taxpayers' war against the civic and school authorities 
who had some $2,000,000 on deposit when the bank closed. It may be 
that stirring up useless trouble is one way of attracting notice, but it 
appears to the citizens of the Main Line that a more constructive attitude 
is in order. In brief, why does not a designated representative of each 
of these elected bodies take an active part in rehabilitation plans ? 

The past is gone, and we must save what we can. The problem 
now is to provide for the Main Line the banking facilities which it will 
need in the future. 



Shreds & (Patches 



Shoulder to Shoulder in Narberth 

The fact that a group of Narberth business men have formed an 
organization is of more than passing interest to the residents of the 
Narberth trading section. Not that they will be called upon in any 
way, or that ;l local business group is a new thing. The new trade 
association is here to help the business section. 

Many of us are apt to forget the value of a complete and well- 
managed shopping district. Such a section of a community like Xarherth 
is a great asset to the entire town. People will trade where they have 
the advantages of convenience, value, courtesy and good stocks. Only 
by united effort on the part of the merchants can these advantages 

be attained. 

The days when local shopping was urged because of community 
loyalty, because the merchant paid taxes, or because he needed help, have 
passed. Today the business man must prove his point, and in Xarherth 
there seems to be a promise that this will be the case even more in 
the future than now. 

The merchants have organized in the past, and each lime some 
worthwhile thing has been accomplished. Parking has been greatly 
improved by concerted action. A new sewer was installed some vears 
ago. This year Narberth's Christmas decorations were the most 
attractive on the Main Line. All these tilings have helped the business 
men, it is true, but they have also benefited the community. 

We wish the new association the best of luck, and urge every 
resident to acquaint himself with what the Xarherth merchant lias to 
offer in convenience, products, and unfailing courtesy. 



The Washington Bi'Centennial 

The particularly effective committee which has been appointed 
assures Narberth of a celebration of the Washington Bi-Centennial which 
will be altogether worthy of the community. 

Tlie first announcement to come is of an impressive order and indi- 
cates that local plans are being formulated on the obvious desirability of 
drawing valuable instruction and information from the life and works of 
America's superb leader. 

It is peculiarly fitting- that a neighborhood of this kind, redolent of 
Revolutionary lore and marked well with the impress of the illustrious 
one, should afford a striking demonstration of what Americans of the 
present day owe to the Fathers of the Nation, among whom, of course, 
the immortal Washington was first and foremost. 

There is no question that Narberth will conduct itself splendidly in 
the fine opportunity it now has to prove its patriotic mettle. 



The other day the Vagrant met a 
man who kindly said that he had been 
interested in reading last week the 
Vagrant's comments on the lack of a 
defined moral code in this generation. 
That man said: "I hoped when I read 
it that you would state such a code 
next week, even though it was tenta- 
tive." That was just what the Vagrant 
should have foreseen, but did not. It 
is quite easy to wrfte of moral codes 
in the negative and to state clearly 
those which have been discarded, but 
to compile a new one, that is beyond 
any ordinary man. It was not the 
Vagrant's intention last week to dis- 
cuss a moral code, either past or pres- 
ent, as such. He endeavored to point 
out the helplessness of his own gen- 
eration and cited the moral code 
merely as an example to prove his 
point. The only constructive reply 
which he can make to his friend's very 
reasonable request is to refer him and 
all others of the same mind to page 
329 in "A Preface to Morals" by Wal- 
ter Lippmann; to the paragraph which 
begins, "And so the mature man would 
take the world as it comes and within 
himself remain quite unperturbed." 

V 
Nearly everyone goes to the movies, 
of course. The movies arc convenient, 
inexpensive and diverting. It seems to 
the Vagrant that the vast movie pub- 
lic can be roughly divided into three 
groups because of their somewhat dif- 
ferent attitudes toward that form of 
entertainment. First, of course, is that 
horde who probably make tip at least 
half of the movie patronage — those 
who take the movies with complete 
seriousness, who follow the careers of 
the movie actors and who never con- 
template the screen offerings with de- 
tachment. The second group are those 
who attend the movies with quite defi- 
nite regularity and personal enthusiasm, 
who really enjoy them most of the 
time, who are aware that there are 
people who inherently can not accept 
the movies as serious and worthwhile 
art. At the movies those of that sec- 
ond group enjoy them completely, but 
away they sometimes have vague mis- 
givings. The third group, of course, 
arc those who go to the movies occa- 
sionally and really enjoy them seldom. 
They arc the people who can not take 
the movies seriously, but who at the 
same time regard Charlie Chaplin as 
a great artist. 

If the critical judgment of that 
minority of movie patrons is correct 
why is it that so many persons of the 
second group arc unable to share it 
after they become aware of it? The 
fault lies somewhat with the minority. 
If they arc right and their viewpoint is 
intelligent, they should be able to con- 
vince other intelligent people. Why 
doesn't that happen? The reason is 
that it involves a discussion of abstract 
taste in terms of authoritative intelli- 
gence and therein lies a danger of being 
considered a "highbrow." It is, better 
to retain pleasant personal contacts, 
which are on the whole enjoyable, than: 
to expose one's self to the risk of being 
bracketed in that group which has been 
most despised ever since the country 
went "back to normalcy" under that 
exemplar of lowbrows. Warren G. 
Harding. Intelligent people could con 
vince any other open mind wherein lies 
the inferiority of the movies, but what 
is the use since the personal hazards 
arc Kfeat? 

Vet while the highbrow and his opin- 
ions of the movies are apparently un- 
noted and unwanted, the verdict of the 
great mass of the population, uncon- 
sciously expressed, coincides with his 
own. The Vagrant has often noticed 
that whereas the opinions of individuals 
and of great masses of individuals are 
frequently misguided and misled, still 
under all of that mass opinion there is 
another, deeper, more unanimous and 
more authoritative. The American 
people have always refused to use a 
serious name for the motion pictures. 
The name "movies" sprung from the 
people. The motion picture industry 
has resisted its use, but to no avail. 
The struggle was renewed with the ad- 
vent of the talking film. "Talkies" 
they were dubbed and "talkies" they 
will remain. Why haven't the people- 
similarly nicknamed their other diver- 
sions, baseball, football, the radio, the 
theatre, automobiling? Because they 
take them seriously. Public speech, 
expressing a deep instinct, has grouped 
the motion picture along with the other 
diversions which are nicknamed such 
as, for example, "kidding," "boozing," 
"necking" and "petting," all of which 
are prevalent forms of amusement for 
which no one feels really ashamed 
among his companions, but which 
actually are not seriously regarded. 



The B. and L.'s Are Doing Their Bit 

This week more than §50,000 was mailed out to stockholders in the 
Narberth American Legion Building and Loan Association. Not only is 
the distribution of such a goodly sum a pleasant event, but it is worthy 
of especial mention because the shares maturing are of the first series 
issued by the local association. 

Following closely upon the payment last fall of a large sum by its 
older brother, the Narberth Building and Loan, the action this week is 
a pleasant tribute both to the splendid condition of the local associations, 
and to the saving habits of Narberth folks. The maturity was accom- 
plished in a little over eleven years, a fine showing under present 
conditions. 



It gave the Vagrant pleasure re- 
cently to learn that identifying occu- 
pational labels had been devised and 
placed on sale so that 'osteopaths, mor- 
ticians, chiropractors and possibly the 
tonsorialists could affix them near the 
registration plates of their automobiles 
the same as physicians have been 
doing for some time. That is as it 
should be. The Vagrant hopes that 
all and sundry will join that move- 
ment until there shall be no one who 
can not, if he wishes, emblazon his car 
with the heraldric device of his trade 
or occupation. For thereby will be de- 
feated the object in the minds of those 
who first designed and sold the green- 
cross doodads of the physicians. It 
was expected and implied that a car so 
adorned would and should be given 
special privileges in traffic and else- 
where, so that when Dr. Arrowsmith 
was slipping in town to his favorite 
speakeasy or furtively venturing to his 
love-nest, traffic cops should assume 
that a human life hung on the swift 
passage of that car to its destination. 
Proper methods of procedure are al- 
ways available whenever traffic rules 
should be suspended for the medicine 
man, but otherwise he should go about 
his appointed ways like the ordinary 
citizen which he usually is. 

THE VAGRANT. 



One injustice of leap year is that 
every time an engagement is an- 
nounced, someone will wonder who 
did the proposing. 



LETTERS to the Editor 



A New Resident 

Quotes the Encyclopedia 

To the Editor of "Our Town": 

In these parlous clays — at least they 
would seem to be something like that, 
to one who is not-any-too-hopefully 
nursing along a couple of erstwhile 
checking accounts in two of Dr. Gor- 
don's well-known "branch offices" — I 
find it particularly comforting and 
illuminating to turn, from time to 
time, to the pages of a good encyclo- 
pedia, and there to read, willy-nilly, 
whatever may happen to catch my 
attention. For example, the other eve- 
ning I happened to be looking over 
Volume 21 of the fourteenth (the lat- 
est) edition of the "Encyclopedia 
Britannica," and there on Page 94 I 
found a most interesting account of the 
famous — or perhaps I should say in- 
famous — "South Sea Bubble." 

I realize, or course, that a lull 200 
years have passed since this particu- 
lar "bubble" burst, and in many re- 
spects, I suppose, times and conditions 
along the Alain Line today are quite 
different from what they were in Eng- 
land in the early years of the Eight- 
eenth century: at least, I would 
imagine so, although I am frank to 
admit that I am a comparatively new- 
comer into your community and am, 
therefore, not so well posted on such 
matters as, I judge, your older resi- 
dents are. However, 1 found this 
article in the "Britannica" exceedingly 
interesting, and, I thought, well worth 
reading. 

As some of your readers may re- 
member, the "South Sea Bubble" — 
known officially as the "South Sea 
Company," was chartered to trade with 
the South Sea islands and parts of 
Central and South America, and origi- 
nally it was a perfectly legitimate en- 
terprise. But, as I learned from the 
encyclopedia, the greed of the directors 
of the company eventually «ot the 
better of their honesty and judgment, 
and by bribing public officials they 
obtained various special privileges and 
concessions. When stock in the com- 
pany was selling at its highest point 
the directors "palmed off" on the pub- 
lic 5,000,000 shares. Then— as stock 
seems to have a habit of doing just 
when most of the "outsiders" are on 
the verge of becoming millionaires! — 
the stock in the South Sea Company 



N ar bertH 

THEATRE 

MATINEE Monday, 
Wednesday, Saturday 

NOW PI.AYINCJ 

A Show for the Millions — 
And That Includes You! 




BRING 
FOLKS. 



ALL THE 
We don't want 



f j a single soul to miss the 

biggest screenful of en- 

( tertainment to hit the old 

|i home town in many a 

J ^ i 

fflfll BACH 



NOTHING FINER FOR 
CHILDREN . . . AND 
GROWN UPS TO SEEI 
SCREENGOING EX- 
PERIENCE OF ANY y 
MORTAL'S LIFETIME! frj 

Next Monilny and TucHduy 

LIONEL BARRYMORE 

and ELISSA LANDl in 

"YELLOW TICKET" 



WEDNESDAY and THUHSDAY 

Edward E. Horton, 

Robt. Ames, Mary Astor in 

"SMART WOMEN" 



Next AVcek-*iid 

Edward G. Robinson in 
"FIVE-STAR FINAL" 



SATURDAY MATINEE 

— -A real treat in store for all Main 
Line children. Reserve this matinee 
for 

"PETER PAN" 



began to tumble, and in six months it 
had dropped from 1000 to 135; and, 
according to the "Britannica" — usually 
regarded, I believe, as a fairly reliable 
work — thousands of investors were 
"ruined." 

A committee of the House of Com- 
mons investigated the scandal and re- 
ported that the company's books con- 
tained "fictitious entries," and— con- 
tinues the "Britannica" article — "it was 
shown that favors from the State had 
been purchased by gifts to ministers, 
some of whom had also made large 
sums of money by speculating in the 
stock." Criminal prosecutions followed. 
One high public* official was impris- 
oned, two died before their trials were 
completed, and one was acquitted. 

But by far the most interesting phase 
of the Government's action in the case 
ys shown by the concluding paragraph 
in the article, which reads: 

"By Act of Parliament the estates 
of the directors were confiscated; these 
were valued at 2,014,123 pounds (about 
$10,000,000), of which 354,600 pounds 
(about $1,700,000) was returned to 
them for their maintenance, the bal- 
ance being devoted to the relief of the 
sufferers." 

And as I finished reading that article 
in the "Britannica" I couldn't help 
thinking how much more sensible and 
practical it was to confiscate the estates 
of those directors rather than to 
put the directors themselves into jail. 
The latter course would only have 
created additional expense for the 
British Government and done nothing 
to relieve the depositors — pardon me, 
Mr. lulitor, I meant to say "stock- 
holders;" whereas, by confiscating the 
directors' estates and refunding tin- 
proceeds to the "sufferers" something 
approximating real justice was ren- 
dered to the community, and I have 
no doubt that those South Sea Com- 
pany directors were punished quite as 
effectively by the confiscation of their 
estates as they would have been if they 
had been sent for a term of years to 
the Tower of London. 

At all events, Mr. Editor. I offer free 
of any charge my plan of casual read- 
ing from any good encyclopedia as a 
pleasant and not altogether unprofit- 
able way of filling in an odd half hour 
or so during these long winter eve- 
nings; and I am not entirely unhope- 
ful that some of your readers may find 
in it just the kind of recreation that 
they have long been seeking. 
I am, sir, 
One of Your Constant Readers. 



state of some seven million dollars of 
their money, tied up m the Merion 
Title and Trust Company?" Indeed, 
it is high time that some such infor- 
mation was forthcoming, and I think 
you are to be commended for your 
patience in waiting all these weeks be- 
fore pressing the inquiry. You have 
certainly given every one who is in 
any way connected with the affairs of 
the bank ample time and opportunity 
to make some kind of a statement 
that would at least throw a little light 
on the matter, but so far as I am aware 
the depositors know not one whit more 
about their money today than they 
did the day after the bank closed. And 
in this connection it is well to remem- 
ber that, after all, it is the depositors, 
primarily, and not the directors, who 
make a bank. Directors may unmake 
a hank, but without depositors there 
wouldn't be any bank to begin with. 
And don't worry any about the possi- 
bility of someone calling you a "muck- 
raker." Just remember that it isn't the 
muck-raker who makes the "muck" in 
the first place, and that if there is any 
"muck" it ought to be "raked" and 
cleaned up. That is just as necessary 
to a community's financial health as 
cleaning up ordinary filth is necessary 
to the community's phvsical health. 

M. A. E. 



Gets Tennis Posts 

W. D. R. Evans, of Narberth, has 
been re-elected secretary of the Phila- 
delphia Tennis Association. Charles 
X. Beard, of Cynwyd. and Samuel B. 
Gilpin were named to the executive 
committee of the Philadelphia body. 



Commends Editorial Stand 

To the Kditor of "Our Town": 

You are absolutely right in asking 
the question — as you did in your last 
issue ". . . is it not about time the 
pood folks on the Main Line were 
given some information concerning the ! 



Shea's Offers a 

REAL BARGAIN 
IN VANILLA 

Parke-Davis Pure Vanilla Extract, 
made from a blend of several va- 
rieties of vanilla beans properly 
aged, withstands the heat of baking 
and the intense cold of freezing. It 
goes farther than ordinary vanilla. 
This week's special: 



, 39c 
, 69c 



3-oz. bottle 
6-oz. bottle 
Pint bottle, #1.39 

Shea's 
Pharmacy 

Narberth 2838 
Careful Prescription Compounding 





"Men Are Cowards! 



99 



A woman alone, she 
faced the crowd and 
laid bare her heart! 
The Joan Crawford 
you adore, beautiful, 
bewitching, and the 
screen's most fascinat- 
ing man! 

A picture that out- 
thrills her greatest 
hits 
from 
"Dancing 
Daugh- 
ters" to 
"Paid"! 




The 
/ Screen's 
Newest 
Lovers! 



Romance with a new and 
startling twist! A grand show, 
with two stars and a fine cast, 
including WALLACE FORD 
and SKEETS GALLAGHER. 



-At the EGYPTIAN 

Next MONDAY and TUESDAY 



•,, •.*'-..< 
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THE FIRESIDE 



Mr. and Mrs. John A. Lafore and 
M r. Lawrence Lafore, of "Penn Valley 
Farms," Penn Valley, will entertain at 
dinner next Friday before the Haver- 
ford Friday Evening Dancing Class at 
the Merion Cricket Club. 

Mr. J. H. Moller, of Avon Road, was 
the hostess to the members of her club 
at luncheon and bridge last Thursday. 

Mr. and Mrs. It. J. Dothard, of 
Wynnewood Road, attended the lunch- 
eon last Saturday given by the Penn- 
sylvania Society of the Mayflower 
descendants. 

Mr. and Mrs. I'ercival Roberts, Jr., 
of "Penshursl," Xarberth, spent last 
week in New York, stopping at the 
Plaza. 

Miss Lillian linker, daughter of Mr. 
and Mrs. J. II. Maker, of Haverford 
Avenue, attended the mid-year dances 
at Penn State College last week-end. 

Miss Ernia Ruth Minick, who is 
studying art in Washington. D. C. 
spent last week-end with her parents. 
Mr. and Mrs. J. I.. Minick. of Windsor 
Avenue. 

Mrs. William Torkington, of Wynne- 
wood, will entertain at luncheon and 
bridge at her home next Tuesday. 

Mrs. Scott Corbctt, who was the 
guest of her sister, Mrs. Fred Evans, 
of Anthwyn Road, has returned to her 
home in Harrisburg. Mrs. Evans gave 
a luncheon last Friday in honor of Mrs. 
Corbett. The guests were Mrs. Francis 
Tingley, of Ardmore; Mrs. I. J. Mil- 
ler, Mrs. John Wilson, Mrs. J. M. 
Henrv, Mrs. XV. C. Newman and Mrs. 
Paul R. Loos. 

Miss Marion Dnrvea. of Richmond 
Hill, L. I., and Mr." Jay C. Williams, 
of Easton, N. V., will be the guests 
of Mr. and Mrs. H. C. Fenno, of Essex- 
Avenue, over the week-end. 

Mr. Albert P.. Means. Jr., son of Mr. 
and Mrs. Albert I!. Means, of Wynne- 
wood, who is a student at Duke Uni- 
versity, will spend the week-end with 
his parents. 

Miss Ella L. llarudcn, daughter of 
Mr. and Mrs. Charles E. Harnden. of 
Moreno Road, I'cini Valley, entertained 
a group of friends at her home last 
Saturday evening. 

Mrs. H. H. Gage and her son, Lewis 
(iage, of Lockhavcn, Pa., were the 
guests of Dr. and Mrs. LeRoy A. 
King over the week-end. 

Mr. and Mrs. Clarence T. Wool- 
mington, of Xarbrook Park, attended 
a large dinner given by Mr. and Mrs. 
Harry Mankin, of I'enfield, last Sat- 
urday evening. Later the men of the 
party attended the ice hockey game 
at the Arena in Philadelphia. 

Mrs. William ,\. Horner, of North 
Xarberth Avenue, will entertain the 
members of the I'ortuightly Club at 
luncheon today. At the meeting fol- 
lowing Mrs. Frederick Harges, of Val- 
ley Forge, will be the speaker and her 
topic will be "Current Events." 

Mr. and Mrs. Caryle E. Starr, of 
Merion Avenue, left early Tuesday 
morning for Ijutler, Pa., where they 
were called by the serious illness of 
Mr. Starr's mother, Mrs. A. A. Starr. 

Lieutenant Commander and Mrs. 
Frederick Van Aukeu, of Chestnut 
Avenue, had as their guests over the 
week-end Mr. and Mrs. J. Pierson 
Vreelan, of Little Falls, X. J. 

Mr. and Mrs. J. R. Clausen, of 
Meeting House Lane, entertained at a 
buffet supper and bridge on Tuesday 
evening. Mr. and Mrs. Clausen will 
also give a dinner and theatre party 
next Monday evening in honor of their 
son, Gordon S. Clausen's ninth birth- 
day. The guests will be the members 
of the school set and will include Su- 
zanne Clipsham, I'egirv Reily, Patsy 
Fisher, Marjorie Mills, Marion Lin- 
coln. Nancy Steele. Thomas Leonards, 
Jiilly Millick, John Hook, David l.ue- 
ders and Joseph Coffin, Jr. 



Jobs 

Have Their 
Drawbacks 

IT'S a wonderful op- 
portunity — I suppose," 
Sue's voice faltered, "but 
Cleveland's so far away!" 

Jim rubbed bis ear rue- 
fully. Sue was so attached 
to ber home, her parents 
and her frictids. But he 
couldn't refuse a job on 
that account. 

Just then the telephone 
rang. Sue lifted the re- 
ceiver. It was a call from 
Cleveland — from Jim's 
new general manager. 

"My wife and I would 
like you to visit us," she 
heard him say. "We could 
help you find a bouse and 
get settled." The warmth 
of friendship Sue felt in 
bis voice reassured ber. 
She turned from the tele- 
phone smiling. 

"I think the new job's 
going to he all right. 
Jim," she declared. "And 
that call gives me a 
thought. If I'm lonely I 
can always telephone 
home." 

• 

BY TELEPHONE 

You can reach friends as 
far as 140 miles away for 
75 cents — after 8:30 P. M. 
for only 45 cents. 




By Telephone 5 



Wed to Governor Roosevelt's Son 




Ira, U ITill's Studio, X. Y. 

MRS. ELLIOTT ROOSEVELT 
the former Elizabeth Hrozunint/ Donner. daughter of Mr. and Mrs. 
William Henry Donner, whose marriage to the son of Governor and 
Mrs. Franklin I). Roosevelt . of New York, took place last Saturday 
at the Church of the Redeemer, Bryn Mow. 



Mr. and Mrs. Charles Moyn Mecke, 
of Simimitt Lane, Cynwyd, are re- 
ceiving congratulations upon the birth 
of a daughter, Ann Gill Mecke, on Jan- 
uary 12. Prior to her marriage Mrs. 
Mecke was Miss Janet Gill Little, 
daughter of Mr. and Mrs. Joseph V. 
Little, of Bala. 

Mrs. Harry Pyle Woodward, of 
Cynwyd, announces tbe engagement of 
ber daughter, Miss Margaret Wood- 
ward, and Mr. Alfred J. Odiorne, son 
of Mr. Waller J. Odiorne. of Xar- 
berth. 

Mr. and Mrs. Kdward Larney, of 
liraeburn Lane. I'eiin Y'allev, are en- 
tertaining at a party this Saturday 
evening. 

Mrs. Robert II. Durbin, of North 
Xarberth Avenue, left for Pittsburgh 
on Wednesday and later will go to 
Cleveland, Ohio. She will be gone 
three weeks. 

Coiitiiitipi! on I'iikc 5 



Woman's Hospital Group 
Entertained by Mrs. Evans 

Mrs. George 15. Evans, chairman of 
the House Committee of the Woman's 
Board of the Bryn Mawr Hospital, 
gave a luncheon last Tuesday at her 
home in Rosemont for the members of 
ber committee to meet the new presi- 
dent, Mrs. Stacy B. Lloyd, and the new- 
vice presidents. Mrs. X'. Myers Fitlcr, 
Mm. Thomas Xewhall and "Mrs. Ship- 
pen Willing. 

The members of the house committee 
arc Mrs. J. Lawrence Pancoast. Mrs. 



George William Curran. Mrs. Arthur 
Primrose Baugb, Mrs. John S. \V. 
Holton. Mrs. William W. Robinson, 
Mrs. Arthur D. Smith, Mrs. Brooke 
M. Anspach and Mrs. Kane S. Green. 
Mrs. N. Myers Fitlcr entertained the 
chairman of the County Fair at tea 
at her home on Monday afternoon to 
discuss plans for the Fair, which will 
be held in May in connection with the 
Devon Horse Show, the proceeds of 
which go to Bryn Mawr Hospital. 



Main Liners Named to 

U. of P. Fund Posts 



John l!. Thayer, 3d, of Haverford, 
lias been elected chairman of the 
Alumni Annual Giving Committee of 
tbe University of Pennsylvania. He 
lias been vice chairman of the Alumni 
Committee since its organization in 
1928 and a member of the Managing 
Committee since 1926. He is also a 
trustee of the University and a member 
of the Fxecutive Board of the trustees. 

Benjamin II. Ludlow, of Ardmore. 
was elected to the vice chairmanship 
of the committee vacated by Mr. 
Thayer, which has been designated a 
senior vice chairmanship. Mr. Lud- 
low, a former State Senator and 
Lower Merion Township Commis- 
sioner, is a prominent Philadelphia at- 
torney. He has served on the Alumni 
Annual Giving Committee since 1928 
and has been chairman of the Law 
School Committee of the Alumni Giv- 
ing Fund since 1929. 




BROOKMEAD WINS AGAIN 

First Prize— West Chester Milk Contest A2-I93I 

Brookmead Herds have won MORE FIRST PRIZES in 
Milk Contests at West Chester than any other on the Main Line 

FIRST PRIZE MILK FOR YOUR CHILDREN 
from BROOKMEAD 

means supervision by Main Line Boards of Health, help to maintain 
Employment on the Main Line, support for the best Milk Supply in 
Pennsylvania, and a Vote for Clean Raw Milk. 

"A COMPLETE, DEPENDABLE DAIRY SERVICE" 

Brookmead Guernsey Dairies 

W. LANCASTER AVE., WAYNE, PENNA. 
Phone, Wayne 1121 



m^MMMMMM m mMMMMIMMMMMim &MMMM M 



S. P. Frankenfield Sons 

FUNERAL DIRE C T ORS 



ATHENS AVENUE AND SIMPSON ROAD 
Phone: Ardmore 9 Ardmore, Pbnna. | m 




Launches Campaign Against 
'Vicious' Magazines in City 



Dr. K. A. H. PahiKiuist, of Xarberth, 
secretary of the Philadelphia Federa- 



tion of Churches, initiated a campaign 
for the suppression of "vicious" maga- 
zines last Friday. These are said to 
flood Philadelphia's 1S00 newsstands 
as the result of a recent campaign 
against them in New York. 

"There is no doubt that the city's 



newsstands are now being swamped 
by magazines of unprecedented vile- 
ness," Mr. Palinnuist declared. "Ar- 
ticles, jokes and pictures so obscene 
they should never be printed are sold 
openly to young boys and girls." 



Service Goes Only So Far . . . 



Quality Meats at Low Prices 



Fresh HAM, lb., 19c; 



LARD, 2 lb., 19c 



Fresh 

PORK 



Loin for Roast . . lb., 25c 
Chops lb., 29c 



Fresh Killed Roasting Chicken 



lb., 39c 



Tender, Juicy 

Steaks 



SIRLOIN lb., 59c 

RUMP STEAK lb., 39c 



Rib Roast of Beef (Thick End) lb., 25c 

Spring LAMB: Leg, lb., 29c; Shoulder, lb., 19c 



Satisfaction is a bit bet- 
ter. 

Cotter's Market appreci- 
ates the kindliness which has 
prompted many customers 
to tell of its service — and of 
their satisfaction with it. 
And, by the way, we always 
appreciate suggestions for 
improving our service. 

J\[ote these prices, e/' 
jective now to n e x t 
Wednesday night, January 
27: 



Campfire Brand 

Marshmallows 
1-lb. pkg., 19c 

ONE PKG. CRACKER JACK 
free WITH EACH PKG. 




(Prices subject to change 
with market conditions.) 



Fancy 

GRAPEFRUIT 

5c each; 3 for 14c 



ggggg APPLES 6*»15« 

. 3 lbs., 14c 



Fancy Stayman APPLES 



Fancy Florida ORANGES 

Medium Size, 15c doz.; Large, 35c doz. 



Best U. S. No. 1 Grade 

POTATOES 



5 lbs., 7c 

10 lbs., 13c 

30-lb. basket, 35c 



Effectire this Friday and Saturday: 

Granulated 

SUGAR 
10-lb. bag, 49c 



Earl Brand 

FRUIT SALAD 



can. 



19c 



My-T-F'me Nut, 
Chocolate or Lemon 

DESSERT 

3 P k g s -> 23 c 



Effective this week-end: 

LAND O'LAKES 
Sweet Cream 

BUTTER 
lb., 31c 
COFFEE 

Bosant, lb., 23 c 
Astor, lb., 33c 



Camay Toilet 

SOAP 
bar, 6c 



GOLD DUST 
3 sml. pkgs., 10c 

%• P k g-> 23 c 



CHIPSO 

Flakes or Granules 

%• P k g-> 19 c 



Sealed Brand 

MILK 
3 tall cans, 20 c 
3 sml. cans, \Qc 



Mueller's 

MACARONI or 
SPAGHETTI 

P k g-> 10 c 



Ritter's 

CATSUP 
9c; 3 bots., 25c 



Mrs. Harting's 

STRAWBERRY 
PRESERVES 
quart jar, 35c 



Oxol, bot., 15c 

Fancy APRICOTS 
lb., 19c 

Kellogg's ALL BRAN 
pkg., 12c 

Kn ox Gelatine, pkg., 19c 

~~ S. O. S. 

large pkg., 23c 
sml., 2 for 25c 

CREAM OF WHEAT 

!g- P k g-> 21c 
sml., 2 for 25c 

SOUR KRAUT 
lg. can, 10c 

Valley Forge Cereal 

Beverages 

9c; 3 bots., 25c 

TASTYEAST 

Plain or Almond 
3 bars, 10c 

Chocolate Party Mints 
9c; 3 pkg., 25c 



All Gold Sliced PINEAPPLE, 

lg. can, 15c 

Standard Crushed CORN . .2 cans, 15c 

Clark's Country Gentleman Corn, 

2 cans, 25c 

Conqueror Cut Stringless BEANS, 

can, 10c 

Standard TOMATOES, 

8c can; 3 cans, 23 c 

Bean Hole BAKED BEANS, 

med. can, 10c; 2 for 19c 

Chicken of the Sea TUNA FISH, 

can, 21c 

Washburn's PANCAKE FLOUR, 
9c pkg.; 3 pkg., 25c 

LOG CABIN SYRUP can, 25c 

Double Duty BROOMS. . . each, 45c 

Bogsweet Cranberry Jelly. . . .can, 15c 



COTTER'S T\/r ARRET 
Haverford Avenue, Narberth 1 y II 

PHONE: NARBERTH 2250 



Individually Owned 
Buying Co-operatively 
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GUS WELSH 

Rlcctrlclnn — Ph. Arilniorc 1125 
40 ANDEHSON AVE., Ardmore 

Electric "Washer and Motor 

Repairs— Armature Winding 

E»tiinntli>g without Charge 

ContrnctlnK. Wlrlnsr. JobbtaK 



Charles Starn, of Narberth, 



SHERIFF'S SALE 

wy , m • n « I By virtue of a writ of Levari Facias 

WmS Inp tO DermUOa | ssu ed out of the Court of Common 

- - Pleas of Montgomery County, Pa., to me 



W. P. MIESEN 

Carpenter .:. Builder .:. Jobbing 

100 N. NARBERTH AVE. 

Phones: 

Day— Narberth 3973-M 

Night— Narberth 2890-R 



L. M. Thompson 

Baia-Cynwyd 
Cynwyd 280 



Narberth— Merion— Penn Valley 

I.ocnl & ~\CT1 

Reliable }k\jt-t 

Service 

CHESTER G. JONES 

200 Woodbine Ave. Narb. 4058 



FOR YOUR CAR: 

Naphtha 

Chains— All Kinds 
Eveready Prestone 
Denatured Alcohol 
Goodyear Tires 
American Oil Prod- 
ucts 

— at moderate prices 

NARBERTH 

BRIDGE 

GARAGE 

C. P. COOK 

Narberth Avenue up the Hill 

at the Railroad Bridge 

Phone: Narberth 2603 



Clothing 

lasts longer and costs less 
in the long run, when 
cleaned and pressed right, 
by experienced, reputable 
cleaners. Try our service. 

Adelizzi Bros. 

TAILORS, FURRIERS 
CLEANING. DYEING 

I OS Forcnt Ave., Nnrliertli 2002 
SSO llnln Ave.. Cynwyd. 028 



Your Car Is 
Worth More 



— when it is in better driving 
condition. We'll lubricate it 
completely and correctly for 
ONE DOLLAR. 

— Fittings greased, springs 
sprayed with oil, loose parts 
tightened, and transmission, dif- 
ferential, tires and battery 
checked. 

We'll gladly call for and deliver 
your car. 



SUNSHINE 
E^-VICE 

R'. Roy Kessinger 

Montgomery Pike at 
Narberth Avenue 

PHOljjE: NARBERTH 2229 

TEXACO gas and oil and 

CHEfc CHART Lubrication 

Prestone or Alcohol and 

Glycerine ANTIFREEZE 

FIRESTONE batteries, tires, etc. 



ny ROIIHIIT .1. EDGAR 

Only six more weeks of winter! 

■f 
Don't throw away that poinscttia 
plant. Put it on the cellar floor until 
about June first. DryinR out will not 
kill it. 

■f 
What of lawns for 1932? Not so 
promising. The excessive wetness of 
July and the extreme dryness of Sep- 
tember, 1931, made a most favorable 
condition for crab grass. This pest is 
a hardy annual (very hardy) and it is 
more than likely that the seeds of 1931 
will do well in 1932. Good soil and 
good grass seed sown thickly may 
crowd out the new crab grass, but our 
lawns will bear watching during the 
coming spring. Fall-sown grass is 
doing well during the mild winter and 
promises to do a good job in beating 
the crab grass. 

y 

Kail is the time to do most of our 
gardening but somehow many garden- 
ers believe that everything must be 
done in early spring. Spring should 
be the time to enjoy our gardens, not 
to start to make Ihem. Spring work 
is mostly preparing for the fall gar- 
den of annuals and tender bulbs and 
this is a small part of the season's 
work. 

V 
Dahlias from seed. Kasy as can be. 
Xot the exhibition kinds for which we 
nay fancy prices but the single ones 
for cutting such as coltness hybrids. 
Sown in frames, in pots or outdoors in 
carl}' May they will give us plenty of 
flowers in early fall. If the colors are 
especially good the tubers may be 
saved over until the following year. 

V 

This might be a good time to take 
a look at the stored dahlia tubers to 
make certain that they are not drying 
out. 

■/ 

Speaking of single flowers reminds 
us of a visit with a lady gardener, 
president of a real garden club, who 
says she has little use for flowers that 
cannot be cut and used indoors. 
Among her favorites are single dahlias, 
pyrcthrum, single annual asters, do- 
ronicum. shasta daisies, belladonna 
delphinium. Iceland poppies and nar- 
cissi — the single and short cup varie- 
ties. Her arrangements of flowers in 
a bowl always look well — perhaps be- 
cause we are partial to single flowers. 

y 

While George Washington did not 
have the wide clmicc of trees and 
shrub> that is available to present-day 
gardeners he did plant white dogwood 
trees with the rcdbiui or Judas tree 
CCercis canadensis). Proving that 
George was an artist along with his 
other accomplishments. Me also 
planted the white fringe tree (Chionan- 
thus virginica) and the silver bell 
(Halesia). The record docs not state, 
but he probably also planted the sorrel 
tree (Oxydendriun arborcuni) for sum- 
mer flowering and fall color. If 
George were living today he could not 
make a better choice than he did one 
hundred and fifty years ago. Our small 
native flowering trees and shrubs are 
beautiful by any standard and deserve 
to be more widely planted. 

y 

Following the early bush honey- 
suckle we find the flowering miince 
(Cydonia japonic.!) in flower ahead of 
season. And in a warm exposure the 
very early 
flower. 



Charles R. Starn, of Rockland Ave- 
nue, Narberth, left last Saturday to 
join a party of 250 salesmen and deal- 
ers from other sections for a six days' 
convention trip to Bermuda. 

The convention and trip are given as 
as a reward by the General Electric 
Company of Cleveland to the com- 
pany's honor salesmen and dealers who 
exceeded their year's quota in the sale 
of General Electric refrigerators. 

The trip was made on the new Fur- 
ness Company liner, "Monarch of IJer- 
muda." 



Dooner Photos on Display 

An exhibit of photographs by Rich- 
ard T. Dooner, of Merion, is on dis- 
plav this week in the galleries of the 
School of Industrial Art, Broad and 
I'ine Streets, Philadelphia. The exhibi- 
tion opened with a private view on 
Monday evening. 



SHERIFF'S SALE 

By virtue of a writ of Fieri Facias 
issued out of the Court of Common 
Pleas of Montgomery County, Pa., to me 
directed, will be sold at Public Sale on 

WEDNESDAY, FEBRUARY 3, 1332 
ut 1 :00 o'clock P. M., In Court Room 
"C" at Hie Court House, in the Borough 
of Norri.stown, said County the follow- 
ing described Real Estate: 

ALL THAT CERTAIN lot or piece of 
ground with the Buildings and Im- 
provements thereon erected, SITUATE 
near Narberth, in the Township of 
Lower Merion, County of Montgomery 
and. Stale of Pennsylvania, bounded 
and described according to a certain 
Surve'v and Plan thereof made as fol-. 
lows, to wit: BEGINNING at a point in 
tho middle line of Avon Road (40 feet 
wide) at the distance of 202.35 feet 
measured Houtheastwardly along the 
said middle lino of Avon Road from a 
spike at its intersoetion with the mid- 
dle line of Iomi Avenue (40 feet wide); 
thence North 17 degs. 47 mins. West, 
160 feet to a point; thence North 7"2 
(legs. Vi mins. East, 100 feet to a point; 
thence South 17 degs. 47 mins. East, 160 
feet to a point In the middle lino of 
Avon Road and thence along the same 
South 72 degs. 13 mins. West. 100 feet 
to the first mentioned point and place 
of beginning. 

The Improvements thereon are a: 

2-Story Stone and Plastered House, 
21 feet front by 30 feet deep, with a 
1 -Story Stone addition, S feet by 12 feet, 
4 Rooms on First Floor, 3 Rooms and 
Rath on Second Floor, attic, cellar, gas, 
electric lights, hot-water heat, Spring- 
field water, front and rear porches. 

Seized and taken in execution as the 
properly of Louis J. Tunis and Nettie 
Tunis, tils wife and to lie sold by 

HASELTINE S. LEVER, Sheriff. 
Mown Money — $200.00. 
Sheriff's Otllee, Norr'islown, Pa. 
.1 miliary 5, 1!132. 



directed, will be sold at Public Sale on 

WEDNESDAY, FEBRUARY 3, 1932 
at 1:00 o'clock P. M., in Court Room 
"C" at the Court House, in tho Borough 
of Norristown,. said' County the follow- 
ing described Real Estate: 

ALL THAT CERTAIN lot or piece of 
ground with the Buildings and Im- 
provements thereon erected, SITUATE 
in the Borough of Narberth, County of 
Montgomery and State of Pennsylvania, 
being composed of two contiguous lots 
or pieces of ground marked lots 27 and 
2S, on a certain plan of lots called Nar- 
berth Grove, which said plan is record- 
ed at Norristown, in the Otlice for the 
Recording of Deeds, etc., in and for the 
County of Montgomerj-, aforesaid, in 
Deed Book, No. 431, page 500, etc., and 
bounded and described in accordance 
therewith, as follows to wit: 

Beginning at a point on the North- 
west side of Chestnut Avenue (44 feet 
wide) at tho distance of 325 feet South- 
westwardly from the Southwesterly 
side of Essex Avonue (44 feet wide). 

Containing in front or breadth on the 
said side of Chestnut Avenue, 50 feet 
(each lot being 25 feet wide) and ex- 
tending of that width in length or 
depth Northwestwardly between paral- 
lel lines at right angles with said 
Chestnut Avenue, 125 feet. Being 
known as No. 115 Chestnut Avenue. 

UNDER AND SUBJECT, to certain 
building restrictions as therein men- 
tioned. 

The Improvements thereon are a: 

2 Vj -story Brink and Frame House, 2S 
feet "front by 32 feet deep, with a 2- 
Story Brick and Frame addition, 4 feet 
by l'fi feet, with a 2-Story Brick and 
Frame addition, 10 feet by IS feet; 4 
Rooms on First Floor, 3 Rooms and 
Bath on Second Floor, attic, cellar, gas, 
electric lights, Springfield water, hot- 
air heat, porch front, enclosed rear 
porch; 2-Car Stucco Garage, 20 feet 
by 20 feet. 

Seized and taken in execution as the 
property of Vestus J. Spindler and 
Helen U. Ohl Spindler, his wife, Mort- 
gagors, and Helen Garrison Ohl, now 
by marriage Helen G. Ohl Spindler, 
Real Owner, and to ho sold by 

HASELTINE S„ LEVER, Sheriff. 
Down Money — $200.00. 
Sheriff's Office, Norristown, Pa. 
January 5, 1932. 




"Makes 

Warm 

Friends" 



L. M. Thompson's Coal is 

Economical Fuel 

— and it always lives up to its 
reputation for reliability. 



Try a Bin Full 



L. M.Thompson 



Sole Local Dealer 



Bala and 

Union Avenues 

Cynwyd 280 and 3272 




little snowdrops were 



in 



Wills #1000 to Bryn Mawr 

Bryn Mawr College is the recipient 
of $1000 under the will of Lida Shaw 
King filed for probate at Providence, 
R. I., last Friday. The gift is made, 
according to the will, in appreciation of 
a classical fellowship awarded the tes- 
tator. 



Saunders Again Chosen 

W. Lawrence Saunders, 2d, of Bryn 
Mawr, has been elected to serve his 
fourth term as president of the Aero 
Club of Pennsylvania. C. T. Luding- 
ton, of Ardmore, and K. Rurke Wil- 
ford, of Merion, were named directors 
of the club. 



Fills Board Vacancy 




MRS. S. E. SLOCUM 
of 244 East Montgomery Avenue, Ardmore, 
ivho has been appointed to the Lower Mer- 
ion School Board to fill the vacancy cre- 
ated by the resignation of Mrs. H. Wilson 
Moorhouse. 



SHERIFF'S SALE 

By virtue or' a writ of Levari Facias 
issued out of the Court of Common 
Plea:* "f Montgomery County, Pa., to niir 
directed, will he sold at Public S:tle on 

WEDNESDAY, FEfmUAKt J, 1032 
:it 1:00 o'clock P. M., In Court Room 
'C" at I be Court House, in the Borough 
of Norristown, said County the follow- 
ing described Real Estate: 

ALL THAT CERTAIN lot or piece of 
ground with the Buildings and Im- 
provements thereon erected, SITUATE 
in the Borough of Narberth, County of 
Montgomery and State of Pennsylvania, 
bounded and described as follows to 
wit: 

BEGINNING at a point in the South- 
westerly side of Montgomery Avenue 
(66 feet wide) at the distance of 20.99 
feet South 59 degs. 35 mins. East from 
a point of intersection of said side of 
Montgomery Avenue with tho North- 
easterly side of lona Avenue, thence 
extending along said side of Mont- 
gomery Avenue South 59 degs. 35 mins. 
East 73.01 feet to a point; thence South 
30 degs. 25 mins. West, passing along 
the centre of a party wall dividing 
these from the promises to the South- 
oast 102.19 feet to a point in the said 
side of lona Avenue thence along the 
said lona Avenue North 12 degs. 12 
mins. West 107. S7 feet to a point and 
thence North 30 degs. 25 mins. East 
22.S1 feet to tho said side of Mont- 
gomery Avenue, the first mentioned 
point and place of beginning. Being 
known as No. 33 Montgomerj- Avenue. 

The Improvements thereon are a: 
l'/i -Story Brick and Frame Bungalow, 
16 feet front by 42 feet deep, 3 Rooms 
on First Floor, 3 Rooms and Bath on 
Second Floor, cellar, gas, electric lights, 
hot-water heat, Springfield water, porch 
front, enclosed rear porch. 

Seized and taken In execution as the 
property of Harry Charles and Susie P. 
Hoffman, Mortgagors, and Lois Cald- 
well, Real Owner, and to be sold by 
HASELTINE S. LEVER, Sheriff. 
Down Money — $200.00. 
Sheriff's Office, Norristown, Pa. 
January 5, 1932. 



SHERIFF'S SALE 

By virtue of a writ of Levari Facias 
issued out of the Court of Common 
rieas of Montgomery County, Pa., to me 
directed, will be sold at Public Sale on 

WEDNESDAY, FEBRUARY 3, 1932 
at 1 :00 o'clock P. M., in Court Room 
"C" at the Court House, in the Borough 
of Norristown, said County the follow- 
ing described Real Estate: 

ALL THOSE TWO CERTAIN LOTS 
or pieces of ground with the buildings 
and improvements thereon erected, Sit- 
uate in the Borough or Narberth, 
County of Montgomery and State of 
Pennsylvania, hounded and described 
according to a survey and plan there- 
of, as follows, to wit: 

BEGINNING at a point in the middle 
line of Dudley Avenue (50 feet wide) at 
the distance of 1025.14 feet North 12 
dt-t;. i t mins. West from the North 
sido of Windsor Avenue. < '< i.\TAINI\' ; 
in front or breadth alo'u; the said inid- 
illf line of Dudley Avenue, Northwest- 
wardly 25 feet and extending of that 
width in length or depth between par- 
allel lines at right angles on a course 
North 77 degs. 49 mins. east 150 feet. 

AND THE OTHER THEREOF BE- 
GINNING at a point in tho middle line 
of Dudley Avenue (50 feet wide) at tho 
distance of 1050.14 feet north 12 degs. 
11 mins. west from tho North side of 
Windsor Avenue, CONTAINING in 
front or breadth along said middle line 
of Dudley Avenue Northwestwardly 25 
feet and extending of that widtli in 
length or depth between parallel lines 
at right angles on a course North 77 
degs. 49 mins. East 150 feet. 

UNDER AND SUBJECT to certain 
conditions and restrictions. 

The Improvements thereon are a: 

2 Vz -story Plastered House, IS feet 
front by 3ti feet deep, with 3 rooms on 
first floor, 3 rooms and bath on second 
floor, attic, cellar, gas, electric lights, 
Springfield water, hot-water heat, porch 
front. 

Seized and taken in execution as tho 
property of W. Carl A. T. Greyer, Mort- 
gagor and real owner and to be sold by 

HASELTINE S. LEVER, Sheriff. 
Down Money — $200.00. 
Sheriff's Olh'ce, Norristown, Pa. 
January 5, 1932. 



SHERIFF'S SALE 

By virtue of a writ of Levari Facias 
issued out of the Court of Common 
Pleas of Montgomery County, Pa., to me 
directed, will be sold at Public Sale on 

WEDNESDAY, FEBRUARY 3, 1932 
at 1:00 o'clock P. M., in Court Room 
"C" at the Court House, in the Borough 
of Norristown, said County the follow- 
ing described Real Estate: 

ALL THAT CERTAIN lot or piece of 
ground with the 3-Story brick and 
frame messuage on tenement thereon 
erected, SITUATE on the East side of 
Forest Avenue at the distance of 300 
feet Northward from the North side of 
Windsor Avenue in the Borough of 
Narberth, County of Montgomery, Pa. 

CONTAINING In front or breadth on 
tho said Forest Avenue 50 feet and ex- 
tending of that width in length or 
depth Eastward between lines at right 
angles to the said Forest A%'enue 125 
feet. 

ALSO UNDER AND SUBJECT to Cer- 
tain Building Restrictions. 

The Improvements thereon are a: 

2% -Story Brick and Frame House, 24 
feet front by 36 feet deep, with a 1- 
Story Brick addition, 12 feet by 18 feet. 
4 Rooms on First Floor, 4 Rooms and 
Bath on Second Floor, attic, cellar, gas, 
electric lights, hot-water heat, Spring- 
field water, porch front. 

Seized and taken in execution as the 
property of Robert O. Sperry and Ruth 
Sperry, his wife, Mortgagors, and The 
Wayne Building and Loan Association, 
Real Owner, and to be sold by 

HASELTINE S. LEVER, Sheriff. 
Down Money — $200.00. 
Sheriff's Office, Norristown, Pa. 
January 6, 1932. 



SHERIFF'S SALE 

By virtue of a writ of Levari Facias 
issued out of the Court of Common 
Pleas of Montgomery County, Pa., to me 
directed, will be sold at Public Sale on 

WEDNESDAY, FEBRUARY 3, 1932 
at 1:00 o'clock P. M., in Court Room 
"C" at the Court House, in tho Borough 
of Npjjristown, said County the follow- 
ingSnescribed Real Estate: 

ALL THAT CERTAIN lot or piece of 
ground with the Buildings and Im- 
provements thereon erected, SITUATE 
in the Borough of Narberth, County of 
Montgomery and State of Pennsylvania, 
bounded and described according to a 
survey and plan thereof, as follows, to 
wit: . 

BEGINNING at a point on the South- 
westerly side of Montgomery Avenue 
(66 feet wide) at the distance of 256.67 
feet, South 59 dogs. 35 mins. East from 
a stake marking the intersection of the 
said side of Montgomery Avenue with 
the Southerly side of Price Avenue. 

CONTAINING in front: or breadth 
along tile said side of Montgomery 
Avenue Southcastwardly 25 feet, and 
extending of that width in length or 
depth between parallel linos on a course 
South 30 degs. 25 mins. West 100 feet, 
the Southeasterly line thereof running 
along the center of the partition wall 
dividing these promises from die prem- 
ises adjoining to the Southeast. Being 
known as No. 29 Montgomery Avonue. 

SUBJECT both in lien and payment 
to a certain mortgage to secure the 
payment of $4000.00. 

The improvements thereon are a: 

2-story Frame and Plastered House, 
IS feet front by 4 2 feet deep, with 3 
rooms on first floor, 3 rooms and bath 
on second floor, cellar, gas, electric 
lights, Springfield water, hot-water 
heat, porch front. 

Seized and taken in execution as the 
property of The Merion Title and Trust 
Company of Ardmore, Executor under 
the will of John A. Caldwell, Dec'd. 
and J. Baird Caldwell, Mortgagors, and 
J. Baird Caldwell and Helen Baird 
Caldwell, Devisee, and the Merion Title 
and Trust Company of Ardmore, Ex- 
ecutor and Trustee under the will of 
said John A. Caldwell, Dec'd, Real 
Owners and to be sold by 

HASELTINE S. LEVER, Sheriff. 
Down Money — $200.00. 
Sheriff's Office, Norristown, Pa. 
January 5, 1932. 



Haveyoureceived your Dreer's Garden Book? 

The 1932 edition was mailed last week to customers of 
record in this locality. If your copy has not yet arrived, 
please let us know. 

This book is America's standard reference work on gar- 
dening. It is filled with valuable information and illus- 
trations and interesting facts on the habits of plants. Sent 
free on request to those interested in vegetable and 
flower seeds, roses, perennial plants, etc 

HENRY A. DREER 

1306 Spring Garden Street, Philadelphia, Pa. 



DREE R S 



"For Age and Want 
Save While You May 
— No Morning Sun 
Lasts the Whole Day." 



— And please be reminded that this 
strong and conveniently nearby mem- 
ber of the Federal Reserve System is 
at your service. 

Savings and Checking Accounts 

Christmas Club 

Safe Deposit Boxes, etc. 



The Narberth 

National 

Bank 

Member Federal Reserve System 

Open 8 A. M. Daily and from 

7 to 9 P. M. Fridays for Your 

Convenience 



tBtmxnsUv (Ermeterij 



Located on Belmont Avenue above City Line; 
Adjacent to the Bala-Cynwyd Section, accessible 
from all points. The Westminster landscape has 
all the charm of a picturesque rural countryside. 



For information — without obligation — call, write or telephone 
Post Office Address: .Station I, Philadelphia 



Iron the New Easy Way 

with a 

PROCTOR 

Automatic 
1000 -Watt Iron 



Note dial with exact 
heat for every fabric. 
Irons faster. Gives 
real "French 
Laundry" finish. 




Price $8.90 

$100 
A a Month 

Come in and let us show you this marvelous iron 



$150 

DOWN 



PHIL 
ELECTRI 




LPHIA 
OMPANY 



*■'!&$ 
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Arabian Student Speaker 

at Junior Club Meeting 

Continued from PlrMt Pnsre 

Christians, Moslems and Bedouins. He 
likened the Holy Land to a great 
bridge from the East to the West over 
which many races had passed and 
many of whom had contributed notably 
to the history of the world. Mr. Tar- 
agi also said that the atmosphere of the 
Old World was quite different from 
that of the Western World. Here, in 
America, every one seems full of life, 
pep and happiness, while in the Old 
World everything is dead and quiet but, 
nevertheless, he declared it was quite a 
factor in the peace of the world. 

Most of the people of Palestine de- 
pend on the land for their livelihood 
and consequently when the Zionist 
swarmed down upon their peaceful 
valley they were resentful of the intru- 
sion, which was bringing more people 
into a poor and overpopulated country. 

According to Mr. Taragi, the women 
of Palestine are divided into several 
classes— the city women, who arc more 
like the Western women in dress and 
customs: the Moslems, who still keep 
the veil and wear their native costume; 
the peasant women, who are still com- 
pelled to keep their nose and mouth 
covered, and the Bedouin women, who 
are clothed in black and wear a black 
face cloth. The Christian Arabs in 
Palestine are only allowed to marry 
one wife; the Moslems, according to 
their financial position, may have, two 
three or more. The women of Palestine 
do not count for much, although quite 
an advance has been made in the last 
few years due to the missionary 
schools. The girls of tender age, who 
have become Christianized, do not 
marry as early as they did a number 
of years ago. A man's position in 
Palestine is rated upon the number of 
sons and their offspring and also the 
extent of his holdings. The various 
tribes seldom marry with each other 
liut intermarry in their own tribe. To- 
day many men are being educated to 
the fact that their daughters are as dear 
to them as their sons. Often the bride- 
groom never sees the face of his wife 
until after the ceremony on the eve- 
ning of their wedding day. To do this 
he must press a gold coin on her fore- 
head. As to entertainment, the 
young women and men each have their 
entertainments. Every prominent man 
of the country has a guest house on his 
estate where travelers are entertained 
and served with food and coffee, as it 
is the law of the desert to feed the 
traveler. In conclusion Mr. Taragi 
said that Palestine was essentially a 
religious country, consequently in the 
poetry and history of the land there 
was always a strain of religion. He 
spoke of the two classes of schools, 
the missionary schools, which teach a 
vocation to many of the inhabitants and 
which stress the teaching of English, 
and the public schools in which Arabic 
is stressed. 

Miss Margaret Reid, better known as 
"Peggy," then addressed the girls, 
telling them of the many interesting 
and worthwhile activities which are be- 
ing promoted among junior circles in 
the district. Miss Reid said that it 
was remarkable to her to note how ex- 
tremely unselfish the activities of the 
juniors were, most of them planned in 
the interest of helping others. She 
stressed her pleasure at the report of 
the Christmas charities of the juniors 
which, under the chairmanship of Mar- 
garet Burrell, provided for aid to a dis- 
tressed family in the community — food, 
clothing and toys helping to make their 
holiday cheerful. 

Miss Reid told of plans for the dis- 
trict card party, an annual affair of the 
juniors to be held this year as usual at 
the Penn Athletic Club on February 
13. Features of the party will include 
a contract bridge tournament, to be 
held on the balcony, and a fashion 
show, from one of the well-known 
Philadelphia shops. 

The Xarberth Juniors will hold a 
musicale and tea on Sunday, January 
31, from 4 to (i in the Community 
Building. The- program, under the 
chairmanship of Miss Virginia Stein- 
ford, will be supplied entirely by mem- 
bers of the Junior Matinee Musical 
Club, and undoubtedly the affair will 
be a unique and delightful event in the 
junior's calendar and the men arc to 
be invited upon this occasion! 

This Saturday the finance committee 
of which Miss Alberta Davis is chair- 
man, will hold a food sale in one of 
the stores on Haverford Avenue. De- 
licious home-made cakes, pies and 
candy to delight the palates of the most 
particular will be offered and a sharp 
lookout will have to be kept for the 
. site of these delicacies in order to ob- 
tain a share of them. 

The juniors have a busy two months 
ahead and seem to be thoroughly 
pleased with their activities past and 
to come. 



Counties Title Elects 

New directors of the Counties Title 
and Trust Company, elected at its re- 
cent annual meeting are George R. Sin- 
nickson, of Haverford, formerly with 
the Pennsylavnia Railroad, and Carl 
F. Weihman, of Wynnewood, vice 
president of the City National Bank 
and Trust Company of Philadelphia. 
The Board re-elected Ledyard Hech- 
scher as president, James K. Stone, 
vice president, and Henry C. Raynor, 
treasurer. 



Church Notes 



Baptist Church of the Evangel 

Robert E. Keighton, Minister. 
Sunday, January 24: 
9:45 A. M. — The church school. 
11:00 A. M. — Morning worship.. Ser- 
mon: "The Greatest Missionary 
Verse in the Bible." 
7:45 P. M. — Community service in 
the Methodist Church. See news 
item. 
Monday, January 25: 
8:00 P. M. — Rehearsal of the senior 
young people. 
Tuesday, January 26: 
8:00 P. M. — The first meeting of the 
James C. Simpson Men's Asso- 
ciation. The speaker will be Dr. 
Ray Abrams, Professor of So- 
ciology at the University of 
Pennsylvania. His subject will 
be "The Church and the World 
War." The address will be fol- 
lowed by open discussion. There 
will be ample opportunity to en- 
joy an evening of recreation and, 
of course, there will be refresh- 
ments. 
Wednesdav, January 27: 
8:00 P. M— Prayer service. A study 
of I Corinthians 4: "Christian 
Stewards." 
Tuesday and Friday evenings — The 
Xarberth Boys' Club meets in the 
church. 

Friday. January 29: 
8:00 P. M. — Meeting of the junior 
hoys and girls of the church and 
community. An operetta is 
being planned for the spring. 



The Presbyterian Church 

Rev. John Van Ness, D.D., Minister 

Meetings for January 24: 
9:45 A. M.— Bible school. 
11:00 A. M. — Morning worship. Ser- 
mon: "About the Rich Fool." 
11:00 A. M. — The junior church con- 
ducted bv Mrs. A. S. Digbv and 
Mrs. H. A. Smith. 
6:45 P. M. — Meetings of the three 

Christian Endeavor Societies. 
7:45 P. M. — Evening worship. Ser- 
mon theme: "The Hidden Man- 
na and a White Stone." There 
will be special music by the 
church quartet. 
Xext Tuesday evening — Community 
Bible Class taught by Miss Harrison. 

Xext Wednesday evening — Study of 
missions, conducted by Mrs. McClin- 
tock. 

A most successful campaign for in- 
creasing the membership of the Wom- 
en's Bible Class has been conducted 
by two groups of the class. The vic- 
tory will be celebrated next Friday 
evening, January 29. 



Holy Trinity Lutheran Church 

Rev. Cletus A. Senft, Pastor. 
Sunday, January 24, 1932: 
9:30 A. M.— Bible School. 
11:00 A. M. — The tenth anniversary of 
the founding of the church. 
Speaker, Prof. A. R. Wentz, 
D.D., Ph.D., of the Gettysburg 
Theological Seminary. Theme: 
"The Church Moves On!" 
7:45 P. M. — Community service in 
the Methodist Church. Speaker: 
Dr. Wentz. Theme: "Overflow- 
ing Abundance." 
Tuesday. 8 P. M. — Ladies' Aid meet- 
ing. 

Wednesday, 7 P. M. — Junior Choir 
rehearsal. 

Wednesday. 8 P. M. — Luther League 
devotional meeting. 

Thursday. 4 P. M.— Weekday 
Church School. 

Thursday. 7:30 P. M.— Choir re- 
hearsal. 



Methodist Episcopal Church 

ev. Samuel MacAdams. Minister. 

Sunday, January 24: 
;45 A. M. — Sunday School. 
:00 A. M. — Morning worship: "The 

Touch of Jesus." 
45 P. M.— Epworth League. 
45 P. M. — Community service. 

Speaker, the Rev. Dr. A. R. 

Wentz, of Gettysburg. 
Tuesday, January 26: 
:00 P. M. — Meeting of the Sunshine 

Bible Class. 

Wednesday, January 27: 
30 P. M. — Preparatory Members' 

Class. 
:00 P. M. — Prayer Meeting. 
Thursday, January 28: 
:00 P. M. — Meeting of the Good 

Fellowship Club. 

E. Federation Conference 
at Phoenixville the 29th 



The ninth annual conference of the 
Southeastern District of Federation of 
Women's Clubs will be held on Fridav. 
January 29. at 10:30 A. M. at the 
Methodist Church, Phoenixville. Pa., 
corner of Gay and Church Streets. 
Mrs. Mark C. Roberts is the hostess. 

In the morning session there will be 
the revision of the by-laws and the 
election of a second vice president of 
the district, a secretary and a treasurer. 
Mrs. Richard J. Hamilton, president 
of the federation, the federation direc- 
tor, Mrs. John A. Frick, and Mrs. John 
M. Phillips, first vice president of the 
State, will be among the speakers. 

Organized responsibility will be dis- 
cussed by authorized speakers and will 
be treated from the various club angles. 

Mr. Frederick Libby, executive con- 
sul of the Disarament Conference at 
Geneva, will be one of the speakers in 
the afternoon. He will talk on "In- 
ternational Relations." Mrs. Edgar 
Marburg will preside. 

Mrs. Neal Anderson, of the press 
and publicity department, is in charge 
of the posters, press notices and scrap 
books which will be exhibited from 
the various clubs on that day. These 
should be sent to Mrs. Anderson, care 
of Mrs. R. S. Walker, Church Street, 
Phoenixville, or brought to the meet- 
ing that morning. 



A mixed jury often turns out six 
of one and half a dozen of the other. 




Many Magazines Are 

Available at the Library 

All readers who for any reason 
whatever have curtailed the number of 
magazines to which they have sub- 
scribed this year will be glad to learn 
that the Library's list continues to in- 
clude all that could be considered 
necessary to meet the ordinary de- 
mands of the public. In addition, 
through the long-continued interest 
and generosity of Mrs. John B. Brooks, 
of Xarberth Avenue, several of the 
women's periodicals which the Library 
might otherwise have thought it wise 
to omit this year are still included. 

Residents of the district are cordially 
welcome at all times to free use of ail 
of these magazines. Current numbers 
arc displayed on the reading tables and 
arc kept there fore use in the Library, 
but issues of the preceding month may 
be circulated in the same manner as 
are books. The list is here printed for 
reference. 

American Magazine, Atlantic Month- 
ly, Better Homes and Gardens, Book- 
man, Collier's Weekly, Current His- 
tory, Harper's, Club Woman (gift of 
Mrs. E. C. Town), Forum. Good 
Housekeeping. House Beautiful. Ladies' 
Home Journal. Library Journal, Mc- 
Call's. National Geographic, Xew Re- 
public. Reader's Digest, Scientific 
American, Time. Woman's Home 
Companion. American Girl, Boy's Life, 
Child Life, St. Nicholas, John Mar- 
tin's Book, Popular Science. 

Villanova's basketball team lost to 
Catholic University of Washington, 
31-25. last Friday night. A second- 
half rally by the Wildcats put them 
temporarily in the lead at 21-18 but 
the margin was soon wiped out by 
Catholic U. 



THE FIRESIDE 



Continued from Page 3 

Miss Mac Skclly, of Media, was the 
hostess to the members of her bridge 
club on Tuesday evening. Those who 
attended were Mrs. George F. Pettinos 
Jr., Miss Margerv Westcott, Miss 
Gladys Ruddick, Miss Ruth Ruddick, 
Miss Hope Burlingame, Miss Honora 
Snyder, Miss Betty Cook, Miss Anne 
Culbertson and Miss Florence Hutch- 
inson. 

Miss Betty Stevenson, of Wynne- 
wood, is entertaining at dinner on Sat- 
urday evening. 

The Alpha Beta Delta Sorority held 
a meeting at the home of Miss Ruth 
McCracken on State Road, Cynwyd, 
on Tuesday evening. 

Miss Elma L. Reese, daughter of 
Mr. and Mrs. G. Howard Reese, of 
219 Hampden Avenue, has been se- 
lected as one of the fifteen senior lead- 
ers at Temple University. 

Mr. and Mrs. William C. Claghorn. 
of Chestnut Avenue, are entertaining 
at a card party this Friday evening. 
The guests will be Mr. and Mrs. 
James Mac.Mcekiu. of Overbrook; Mr. 
and Mrs. Arthur Edrop. of St. Davids; 
Mr. and Mrs. Gregor MacFarlan, Mr. 
and Mrs. Hugh B. Speed, Mrs. Vera 
Lyon, Mrs. Isabel Rodgers, Mr. Jo- 
seph Schenck and Mr. Xed Rubcncane. 

Mrs. Hugh B. Speed, of Chestnut 
Avenue, is entertaining her foursome 
at luncheon and bridge on Tuesday 
The guests are Mrs. M. A. Buck. Mrs. 
Vera Lyon and Mrs. William C. Clag- 
horn. 

Mrs. J. Taylor Darlington, of 
Hampden Avenue, is the guest of her 
niece, Mrs. Thomas Gettv, of Exton, 
Pa. 



Brown Re-Elected 

H. Tatnall Brown, Jr., Dean of Hav- 
erford College, has been re-elected a 
vice president of the Middle Atlantic 
States Collegiate Athletic Association. 



CLASSIFIED ADVERTISEMENTS 

r/>niiv/>/ AI*\tins> Classified Advertisements will be charged only 
\XKIIVI UV iTf/ttCtJ— to residents of the Main Line whose names 
appear In the telephone directory: to persons maintaining an account with 
he, or to regular subscribers to either THE MAIN LINER. OUR TOWN, or 
NEWS OP BALA-CYNWYD. 

»>_/__ 10 cents a line In each paper; 25 cents a line In all three. 

IXiXlCO Minimum charge. 35c In one paper; 75 cents In all three Av- 
erage of five words to the line. No blackfaced type used. 

Deadline for Insertions- .V^X'UOT wX^day!" 

o'clock for OUR TOWN or all three papers; Thursday, 1 o'clock, for THE 
MAIN LINER: Thursday. 5 o'clock for NEWS OP BALA-CYNWYD. 

Phone Your Ads to ARDMORE 3100 



Rooms and Boarding 

ROOM .and hoard in Narbertli. Con- 
venient to station and 1ms. Kxe. tabic. 
Phone Xarberth 3910-.I. (o-tf) 



PI7RNISMKD room for gentleman or 
bus. couple in pvt. Christian homo in 
Narberth. Phone Xarberth :i!)!)2-.T. 

(omb-22) 



Lost and Found 

LOST — Soiled white silk crepe dress in 
tissue paper 1'1<K-, between 112 Oruy- 
liniv Ave. and Narb. V. O. Jan. 1:1. Re- 
turn 112 Oraylintr Ave. or ph. Narb. 
S930-R. Reward. (ol-22) 



For Sale 

TYPEWRITERS sold, rented and re- 
paired, reas.; offlce supplies. Subur- 
ban Typewriter Co., Times Medical 
131dg. Ph. Ard. UTS. (omb-tf) 



FRESH-PICKED, tree-ripened oranges 
and other choice and unusual citrus 
fruits in decorated fancy packed 30-lb. 
hampers containing 5 varieties, sent 
prepaid anywhere, north and east, di- 
rect from grove for $2.25. Two pounds 
hoavy-meatod large pecans added tn" 
$1 extra. Ideal for holiday presents, 
family use, remembrances to invalid 
friends, or the boy or girl away at 
school. Attach check to this advertise- 
ment and mail direct to Win C. Sleight, 
Travares, Florida. (ombl-31) 



Agents Wanted 



CEXTLEMAN with personal acquaint- 
ances to represent nationally known 
Simmons Buiit-for-Sleep Products. Lib- 
eral eomission. Alan Cordon Co., "i7 
W. Lancaster Ave., Ard. (ombl-22) 



SALESMAN for lilgn-grado auto oils 

and paints. Large earnings paid 

weekly. The Roycc Refining & Paint 

Co., Cleveland. O. (oml-22) 

At Your Service 

LiPHOLSTERINtl and rep.; springs of 

S-piece suites, repaired, $10; chair 

recovered, $5. Co anywhere. Call 

Lewis, Wayne H',10. , (ombl-20) 



DRESSMAKING and alterations in 

your home or mine. Mrs. M. Radlicli, 

Phone Xarberth 23ti.x (o2-12) 



ALL kinds of carpentry wort.. Cellars 

cleaned, lawns cared for, painting. 

very reas. C. Marshall. Cyn. 327S-W 



SEWING wanted by the day, regularly. 
Family sewing and mending, also ex- 
perienced in making curtains and 
draperies, Phone Nnrberth 4101. 

(o-tf) 



Instruction — Schools 

TEACHER des. tutoring or care of 
children, by hr., day or eve. College 
grad., exp. Eva Gold, Xarb. 2301. 

(ombl-22) 



TEACHER in private school will tutor 

in Mathematics, College Board or El- 

ementery work; afternoon or evening. 

Ph. Narb. 4105. (ombl-22) 



Wanted 

WANTED to rent — a piano-accordion. 
Please call Narb. 260S. (ombl-22) 



Laundry at Home 

LAUNDRY work and cleaning desired, 

also half-time work. Refs. Ph. Ard. 

1081. (ombl-22) 



Garages for Rent 

GARAGE — Private, 1 block from sta- 
tion. Phone Narberth 2813. (o-12) 



Situations Wanted 

WANTED — Day's work, cleaning or 
laundry. Ph. Ard. 4494. (ombl-22) 



WOMAN wishes to assist with general 
housework, plain cooking. Ard. 1924. 

(ombl-22) 



Situations Wanted 

WANTED — Position doing general 

housework. Kxp. cook. Good refs. 

Ph. Ard. 4494. (ombl-22) 



YOUNG married woman desires work 

by day or minding children by hour 

in Bala-Cynw.vd. Very reasonable. Ph. 

Cynwyd 117H-W. (b-22) 



MAN desires pos. as chauffeur, house- 
man or cook; G yrs.' exp. Refs. Ph. 
Prvn Mawr 1631. (omhl-29) 



PRACTICAL nurse desires pos. eve- 
nings or night. Exp. with nervous 
and mental. Doctor's refs. Apply BIS 
Homewood Ave., Xarberth. (ombl-22) 



WOMAN" desires housework by the 

week, or laundry. Sleep in or out. 

Kefs. Ph. Ard. 1944. (ombl-22) 



CIIAUFF10PR, houseman and gardener, 

desires position, private family: 

white, honest, reliable: refs. I'll. Ard. 

20C1-W. (ombl-22) 



KXPERIEXCED woman wishes day's 

work. Excellent laundress. Call 

Trinity S545 after S P. M. (ombl-22) 



WHITE man wishes position as ehauf. 

or houseman. Willing to work for 

room and board. Refs. Ph. Ard. 2X79. 

(omb2-5) 



YOUNG man desires good home, no 

wages; can do cbauffeuring, butler 

and houseman; 1 years' exp. A- 1 refs. 

Ph. Ard. 1119-R. (ombl-22) 



EXPERIENCED woman desires days 
work. Refs. Ph. Ard. 4264. 

(ombl-22) 



MAN wishes position as janitor; cook- 
ing, waiting, housework, denning 
windows or any odd job. Refs. Ph. 
Ard. 3123. (nml>2-5) 



WOMAN' wishes laundry or day's work. 
Refs. Ph. Ard. 3123. (omb2-:>) 



HIGH SCHOOL girl desires position as 

mother's helper after school. Ph. 

Ard. 4264. (ombl-22) 



RELIABLE white man will clean win- 
dows, do houseeleaning, polish Moors, 
etc. Ph. Ard. 20G1-W. (ombl-22) 



WOMAX wishes day's work, cleaning 
or laundrv. Ph. Ard. 2535-.T. 

(ombl-22) 



YOCNG woman desires morning work. 
Refs. Call Xarberth 2909-R. (ombl-22) 



RELIABLE woman wishes room and 
board in exchange for light house- 
work. Can sew and mend. Refs. Ph. 
Narb. 254S-W. (ombl-22) 



GIRL desires position cooking and 

downstairs work, or general house 

work, sleep in. A-l refs. Ph. Ard. 

3139. (ombl-22) 



COLORED couple wish position either 

together or separately; houseman, 

chauffeur; cooking and downstairs 

work. Ph. Ard. 491-W. (omb-tf) 



WANTED — Day's work, cleaning or 
laundry. Ph. Ard. 1119-R. (omb-tf) 



IN RETURN for room and board, cul- 
tured, traveled woman des, position 
as governess or chaperon. Capable of 
teaching music and French. Call Ceclle 
Lutz, Greenwood 9979. (omb-tf) 



WANTED — Part or full time work. 

Refs. Ph. Ardmore 2535-J. between 7 

and 11 A. M. and 6 and 9 P. M. (omb-tf) 



YOUNG married Scotch woman would 

like light housework, by day except 

Sat. Would take care of children by 

hour. Ph. Cyn. 3273-W. (omb-tf) 



CARE of children and sewing by hour 

or day. Can prepare meal. Reas. 

rate. Call Miss Nimmo, Y. M. C. A. 

Ard. 3099. (omb-tf) 



COMPANION to lady, refined and edu- 
cated lady wishes position In cul- 
tured home, exp. and best of refs. Ph 
Ard. 3099. (omb-tf) 



J^ocal J)(lovies 

Seth Parker, Barrymore, 

5-Star Final at Narberth 



For the whole family and the occa- 
sional moviegoer, Seth Parker and his 
Jonesport neighbors in "Way Back 
Home" is recommended as one of the 
most likable pictures of the year. 
Playing at Xarberth this Friday and 
Saturday, the radio-famed sinners, 
saints, lovers and villains give a re- 
markable performance. 

A memorable performance is given 
by Lionel Barrymore and Elissa Landi 
in "The Yellow Ticket," playing at 
Narberth next Monday and Tuesday. 
Best acting and most exciting drama 
you'll see in a while. 

"Smart Woman," at Xarberth next 
Wednesday and Thursday, is described 
as gay, hilarious and exciting as a party 
line. Its cast includes Mary Astor, 
Robert Ames and Edward Everett 
Horton. 

"Five-Star Final" is another hard- 
boiled newspaper story. With the 
gangster star. Edward G. Robinson, 
in the leading role, this picture is a 
sure-fire thriller, rated four stars or 
something of the sort in critics' rat- 
ings. 

At next Saturday's matinee "Peter 
Pan" will be presented as a special en- 
tertainment for children. 



Excellent Shows for 
Adults Billed for the 
Egyptian Next Week 



Screen and stage share honors at the 
Egyptian Theatre this Friday and Sat- 
urday, including matinee both days at 
2:15 P. M. Laurel and Hardy appear 
at their funniest in their second feature 
picture. "Beau Hunks," and on the 
stage is "Frolics of 1932," a musical 
concoction sprinkled freely with 
comedy, singing and dancing of an in- 
ternational flavor. A short subject on 
the screen is Bing Crosby, radio 
crooner. 

The romantic team of Joan Craw- 
ford and Clark Gable in a dramatic 
story of a factory girl who becomes 
the toast of Park Avenue makes an 
engrossing talkie of "Possessed," which 
will be Egyptian's feature next Mon- 
day and Tuesday. Adapted from the 
Edgar Selwyn stage hit, "The Mirage," 
and directed by Clarence Brown, who 
last filmed Xorma Shearer and Clark 
Gable in "A Free Soul," the new Craw- 
ford picture is good entertainment. 
Gable is seen as a candidate for gov- 
ernor. Amusing support is given the 
stars by Sheets Gallagher. 

Acclaimed as one of 1931's ten best 
pictures, "Street Scene" comes to Cyn- 
wyd next Wednesday and Thursday, 
with Sylvia Sidney and William Col- 
lier, Jr. 

Helen Hayes' admirers will go to see 
her. Xeil Hamilton and Lewis Stone in 
the superb "Sin of Madelon Claudct," 
another "best" for the year, at the 
Egyptian next Friday and Saturday. 
Will not be shown at Saturday's chil- 
dren's matinee. 



Girl Scout News 

The Girl Scout Troop, Xo. 8, of 
Xarberth, had a guest at their regular 
meeting on Tuesday night in the Girl 
Scout wing of the Community Build- 
ing. A dear little girl, one of our 
under-privileged neighbors, came to 
thank the troop for the generous bas- 
ket given to her mother by them. 

Mrs. II. H. Crowell is the Scout 
leader of this troop of twenty girls and 
not only this year did they respond 
so heartily to the need in our village, 
but last year a< well they furnished a 
most splendid basket for another needy 
familv. 

FAITH FARMER. 



Washington Film to 

Aid Local Relief Fund 



A motion picture based on the life of 
George Washington will be shown in 
Masonic Hall, Ardmore Avenue. Ard- 
more, this Saturday morning at 10 
o'clock, as part of an entertainment for 
the benefit of local unemployment re- 
lief. 

The film will be presented through 
the courtesy of the Philadelphia Elec- 
tric Company and is being shown in 
conjunction with the Washington Bi- 
centennial celebration. 

The affair is under the joint spon- 
sorship of Mrs. Hoyt Sherman Grif- 
fith, of Wynnewood, and Mrs. Charles 
Graham Bcrwind. of Radnor. 

In addition to the main picture two 
comedies will be shown and a special 
orchestra will furnish music. The ad- 
mission charge is 2f) cents. 

The Robin Hood X T ut Company is 
donating nuts to be sold, the proceeds 
to go to the unemployment fund. Three 
Main Line girls, Miss Mary Sue Wcs- 
colt, Miss Elizabeth Ann Wood and 
Miss Dolly Dichl will have charge 
of the nut and candy booth. 



J. FRANCIS WIPF 

100 Chestnut Ave., Narberth 

Expert Auto Repairing 

Narberth 3639-W 






H. B. 


WALL 


Plumbing 


: Heating 


100 Forest 


Avenue, 


Phone: Narberth 3652 



Is your makeup 

CORRECT? 

creates tht ftrftct/tille-Up j 
Make this test at our expense/ 
?0 shade* of face ftwder -color ch*rt *t;A 
instruction t "now to choow the riajKt sh*de>' 
S«nt upavt r'ciipt of Attached coupon 

PAKFUMV0URET 

IE<ur42dSh • •• -0 ^/^-- 

NawYorK • • \. v O^ V " ?A*Z%2 
ki •v- . . . cO^i^".^. ,. VOURET 

N ■ "• JifHi^^" I E«»t H2* a.l*Aic«, 
AjV-\> " Send mt FREE your 20slu4ts 
--". of BtRFUM.VOURET F<Ke pJ*r : t»lor cW 
*vd initTwctions H»* t* cVimm the ri'ojtt sradeT 



iNAME 

IAD0RE9S. 
[TOWN 



-STATE 



AIL. j 



For 

Reliable Repairing 

of Valuable 

Jewelry 

Try 

Jewelry & Optical Shop 

M. ROSENBERG 

48 WEST LANCASTER AVE. 

Ph. Ardmore 2298 Ardmore, Pa. 



Hammers and Hatchets 
Angle Irons 
Round Head Screws 
Door- Locks and Knobs 
Wire and Washers 
Awning Pulleys 
Rustless Nails 
Elbow Catches 

Many other items will be found 
in our cozy 

PAINT, HARDWARE S ART SHOP 

SHULL LUMBER CO. 

The Link Between Forest and Home 

29 Bala Ave., BaU-Cynwyd 
Cynwyd 662 



Note Our Prices for 

Mixed NUTS: 

$1 and $1 .25 a pound 

They are Roasted 
Fresh Daily 

WHITE'S 
SWEET SHOP 

219 Haverford Avenue, Narberth 

PHONE: NARBERTH 4005 

Home Made Pies, Cakes, Bread, 
Rolls, Candies, etc., and 14 flavors 
of delicious, rich, home-made ice 
cream. 




SIGN OF BEST MEATS 
Our SpeWiils TlilN Week-end: 

Rib Roast of Beef (thick 
end) lb., 20c 

Rump of Veal lb., 25c 

Our Delicious Breakfast 
BACON, whole piece, 

lb., 25c 
sliced, lb., 30c 

Jersey SAUSAGE, lb., 25c 

SCRAPPLE lb., 12c 

— The finest on the mar- 
ket — in fact, all our 
prices are most reason- 
able, 'considering quality. 

Place that trial order now 

BRADLEY 
MARKET CO. 

2106-08 Market Street 
Phone RITTENHOUSE 7070 

Deliveries twice daily 
in your neighborhood. 
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History of Art Is 

Related at Rotary 



Pica for Education of Children 

in Appreciation and 

Creation Made. 



KORNHAUSER SPEAKER 



A brief history of art throughout the 
ages, with special reference to modern 
opportunities, formed the subject of 
the talk Tuesday at the Bala-Cynwyd 
Narberth Rotary Club. David Korn- 
hauscr, of the P. J. Reeves Leaded 
Qass Company, was the speaker. 

Mr. Kornhauser traced the history 
of art from the pictures of animals on 
the walls of caves in Spain. The next 
phase was the Egyptian language, ex- 
pressed in pictures. Ancient art, he 
said, reached its height in (ireccc 
where an entire people, conscious of 
beauty, expressed that beauty in 
sculpture and other forms of art. 

The early Christian era saw a let 
down. The Jews and Mohammedans, 
forbidden by their commandments 
from reproducing any work of the 
Creator, concentrated on decorative 
art. The religious paintings of the 
early Italians began the era of modern 
art. Painting also showed the influ- 
ence of Gothic and Byzantine archi- 
tecture, which arose at that time. The 
highest craftsmanship in stained glass 
was attained in that period, despite 
the crude and difficult processes avail- 
able. Modern craftsmen in this art 
endeavor to imitate the work of that 
period. 

The renaissance of the fourteenth 
century began the modern era of art. 
In Italy a great period of painting, 
mosaic and sculpture arose, with men 
of the calibre of Michelangelo and Lea- 
nardo da Vinci setting a standard for 
art. The great masters of northern 
and southern Europe painted the 
scenes and people familiar to them, and 
established an appreciation of art which 
has never been excelled. 

Mr. Kornhauser closed his talk with 
a plea for education of children in 
appreciation and creation of art. ' He 
told of the success of the Business 
Men's Art Club of Philadelphia, and of 
the excellent work done by men of no 
expert .-.nee in painting. 

Guy (.'ro\ !■■ introduced the .speaker. 



arent-Teacher Group 

Hears Talk on Russia 



Continued from Kir*t Pnge 

the Montgomery County Council of 
Parents and Teachers, extended a cor- 
dial invitation to members and friends 
«'f the local association to attend the 
-'xth annual county convention to be 

Jd in the Hatboro High School, 
York Road, Hatboro, on Saturday, 
!• .'bruary 6, at 9.30 A. M. This prom- 
ises to be an unusually interesting and 
piofitable meeting. A hot lunch will 
be served in the cafeteria at 12.30 P. 
M , for SO cents per plate. Reserva- 
tions may be made with Mrs. R. Floyd 
Brggs, 134 Manor Road, Hatboro. Pa.. 
mi; later than January 28. 

The program for the meeting in- 
cludes addresses by the State Presi- 
dent, Mrs. Walter S. Greenwood, and 
by Dr. Eduard C. Liiidcniann, of New 
V'.rk, a noted speaker on parent edu- 
* .lion. 

Mrs. \V. .1. Drennan requests the 
n.-. rubers of the Mothers' Chorus to 
m et at her residence, 417 Grove Place, 
K.i-berth. Monday afternoon. Januarv 
2-. at 2.30 o'clock. 

Mrs. Clarence Woolniington, vice 
president of the Montgomery County 
Federation of the P. T. A., was the 
main speaker at the Bridgeport P. T. 
A. on Monday. She talked on the 
P. T. work in general and what con- 
futed a Parent-Teacher organization. 



Dr. Hart Discusses 

Religious Thought 

Continued from First PnKc 

concerned with its meanings and ap- 
plications. One of the trends of mod- 
ern religion is to interpret the mean- 
ings of the writings of the Bible, many 
of which should not be taken lit- 
erally. Dr. Hart explained that origi- 
nally the Old Testament was written 
in the Aramic language, and when 
translated by the Greeks, lost many of 
the colloquisms and expressions, which 
may today have been interpreted 
wrongly. 

Today modern Christian thought is 
meeting that of the Reform Jew in 
many of its phases. Dr. Hart stated 
that Orthodox Judaism and Orthodox 
Christianity could never get along to 
gether. 

About a half a century ago the ra 
tionalist in the religious camps thought 
destruction was the prime necessity, 
or the false claims of authority and 
inspirationism had to be broken down 
before the free spirit of religion could 
emerge. But now, though much minor 
destruction, is still necessary, the prime 
need is construction. Construction, in 
deed, is busily at work, but much of 
it is ill-formed and misguided. 

The religious emotions of mankind 
these many centuries, have flowed 
into the channels of deity. The forms 
which they have taken have been in a 
large measure determined by this idea 
of God or Gods. To imagine, as many 
people do, that religion will cease to 
exist is to be lamentably illogical. The 
religious emotions are the natural 
product of man's nature. Robbed of 
the outlet of deity, they will find other 
outlets. There is no doubt about it 
that for the great majority of people 
some for of religious service, in the 
sense of some organized communal 
gathering, is the best way of ensuring 
that they shall periodically escape from 
the pressure of routine and worldly 
cares. Today people are becoming to 
want immortality in life and not life 
after death. Dr. Hart believes that 
the controlling factor of the world is 
evolution, that we go on and on, that 
the fittest will survive, and that the 
same effort to find our place is re- 
quired after death as in life. 

Mr. \V. J. Drennan. cnairnian of 
music, was in charge of the program. 
Mrs. Paul Morrow was .the hostess. 

The Fellowship Committee is giving 
a card party at the Philadelphia Elec- 
tric Company at Wayne today. The 
proceeds will go to the unemployed 
of Narberth. 

The next regv.' ." meeting of the club 
will be held in the Community House 
on February 2. at 2.30 P. M. The pro- 
gram will be in charge of the Inter- 
national Relations Committee. Miss 
Ellen Brinton will speak of her trip 
to Mexico which will be illustrated 
with colored slides and Mexican handi- 
craft. Miss Pauline, pianist, will be 
the soloist. Mrs. Verna Woodcock 
will be the hostess. This will be an 
open meeting and all are cordially in- 
vited to attend. 



Choral's Minstrel Show 
Is Next Week-End at 
B.-C. Woman's Club 



Songs, dances and minstrel humor 
will feature a novelty minstrel show 
to be given by the Bala-Cynwyd Com- 
munity Choral as its annual production 
at the Bala-Cynwyd Woman's Club, 
Levering Mill Road and Bala Avenue, 
8.15 P. M.. Friday and Saturday nights. 
January 29 and 30. 

A chorus of 40 trained voices will 
sing popular song hits of today, and 
such other typically American songs 
as Victor Herbert's "American Ser- 
enade," Adam Geibcl's "Little Cotton 
Dolly," Clokey's "Camp Meeting 
Song," Burleigh's "Swing Low, Sweet 
Chariot," Stephen Foster's "O Susan- 
na." and G. L. Nevin's arrangement of 
J. L. Molloy's "Tambourine." 

Soloists will be Marion Rockwell, 
Katharine Wigart Slingluff, Matilda A. 
Happold, Jack Stephenson, Robert A. 
Anderson. Thomas A. Elwood and 
William Tuttle. 

Dancing and specialty numbers will 
be done by Gladys Bernstein, Ann 
Forsyth and Robert Baseler. 



Camels and Pilots Tie 
at End of First Half 



Pilots Won Three by Forfeit 

While Camels Take 

Lions Over. 

BATTLERS DROP TWO 



The Camels and Pilots tied at the 
end of the first-half season of the Nar- 
berth Inter-Church Bowling League. 
In the matches last Friday, which 
wound up the regular first-half sched- 
ule, the Pilots won three games by 
forfeit from the Boosters, while the 
Camels won all their games from the 
Lions and the Battlers lost two out of 
three to the Meteors. 

The opening of the second-half will 
take place this evening at the Ardmore 
Alleys. 

The standing of the teams at the 
close of the first half and the scores 
follow : 

W. L. Pts. 

Camels 28 14 36 

Pilots 27 15 36 

Battlers 25 17 33 

Colts 20 22 28 

Meteors 20 22 27 

Lions 20 22 26 

Pep Bovs 14 28 20 

Boosters 16 26 18 

Meatoors, 3; Hattlerw, 1. 

M10TKORS 

C. Yuuiiff 173 in.". 15!> 527 

<i. J.IhvIh 101 171 17fi SOS 

Weuthoral ... lSii 185 157 417 

K. Davis 151 177 171 4fl!> 

Hartley 157 181 1S1 522 



7B" sr,n 

lJATTIJOItS 

MeCiirter 15S 156 

K«iim Ml IIS 

It. Young 18» 123 

Turbitt 15G 10U 

U. Smeclley .. 135 175 

7S2 73S 



Colts, 4; J 'up lioy.s, 0. 

COLTS 

iSrominn 161 

DeMott 161 

Meuhiin ISO 

Conley 207 

I.aee.y n;» 



181 
1 60 



203 
163 



UleNsimr 
Cummer . 
Uiley ... 
V. Hitmcr 
Shelter . . 
Handicap 



S71 !'32 
VHP DOVS 
. 130 16!i 
. 177 

1 25 

147 

1S3 
82 



131 
1117 
132 

13:< 

S2 



Nil 



84 1 



Camels, I; l.ion.s, 0. 

Itiibioam 131 160 

liutler 175 158 

Miesen Ill 

Johnson 156 171 

Mrownbuek ... 205 166 

Mawhinney 137 



S4 7 

1S6 
141 
114 
149 
1B4 

754 



211 
158 
111 
170 
102 

872 

161' 
127 
168 
1U5 
141 
82 



1110 
148 

172 
180 
155 



2173 

500 
•103 
426 
471 
474 

2271 



553 
470 
546 

5 SO 
517 

2675 

162 
435 
400 
384 
463 
216 

2180 



4S1 
481 
114 
562 
551 
202 



Bowling Averages for 

Second Half Announced 



Albert 171 

Brennan 179 

Brown 146 

Butler : 156 

Brownback 173 

Callahan 155 

Cauley 152 

Conley 172 

Cummer 136 

Davis, E 162 

Davis, George 159 

Devanney 134 

Donohoe 144 

Duncan 167 

DeMott 162 

Eder 163 

Follette 160 

Fittipoldi 137 

Gallagher 149 

Goodrich 148 

Hartley 161 

Haws 163 

Hause 143 

Haist 165 

Hamer, H 157 

Hamer, F 139 

Hamer, H. T 135 

Hopkins 159 

Humphries, C 173 

Humphries, H 170 

Humphries, G 153 

Humphries, J l'/< 

Jenkins, C 148 

Jenkins, El 162 

Johnson 167 

Keitn 151 



Lacev 



182 



Albert 
Cauley .... 
Murray . . . 
Humphries 
lilind 



781 7 
LIONS 
145 
123 
153 
110 
114 

654 



815 24 21 



134 
177 
136 

143 
137 



130 
146 
150 
146 
14S 



418 
446 
130 
4 OS 
300 



720 2110 



Pilots, 4; 



Ltoostera, 0. 
I'ILOTS 



Watts 13G 120 

Hause 152 141 

Jenkins 168 147 

Follette 142 170 

Haws 172 180 

770 776 
JJOOSTERS 
Forfeit 



1S3 
143 
141 
157 
156 

780 



44 S 
436 
456 

478 
508 

2326 



A MORE COMPLETE SERVICE 



Jeddo-Highland 
Coal 

Selling as always, at 25c 
a ton higher than regular 
anthracite but giving 
greater value in heat 
units and lower ash. 



Lehigh Valley 
Coal 

To sell at regular estab- 
lished prices of other 
good Lehigh coals — with 
our good service as ad- 
ded attraction. 



Also KOPPERS RAINEY-WOOD COKE 

Nar berth Coal Company 

Ralph S. Dunne 
Telephone: NARBERTH 2430-2431 



Hit-Run Injures Officer 

Motorcycle Patrolman Raymond 
Valentine, of the Lower Merion police 
force, was hurled from his machine by 
a hit-run driver early Sunday morning 
at Church Road and Lancaster Pike, 
Ardmore, suffering a fractured left 
hand and other injuries. He was taken 
to Bryn Mawr Hospital. 



Lebo 134 

McCarter 16:. 

McCoy 176 

McClatchey 169 

McConnell 167 

MacNiven 151 

Mason 145 

Meison 143 

Meison. A 155 

Murray 156 

Mawhinncv 159 

Median 169 

Nicholson 179 

Riley 152 

Rubican 147 

Rees 148 

Smedlev, W. D 156 

.Smedlcy, H. T 170 

Stillwagon 171 

Stringfield 159 

Smith 149 

Stevens 184 

Sheller 156 

Turbitt 163 

Ward 161 

Watts 155 

Wood 164 

Young. C 160 

Young. R 156 

Yowell 147 



Business Association 

Formed in Borough 



Continued from Pncc One 

independent Republican candidate for 
Sheriff of Montgomery county; Mau- 
rice 1'reed. of the Xarbcrth Theatre, 
and Eugene Davis, of Davis' store, who 
is manager of Narbcrth's baseball team. 
Also nominated were George M. 
Dando. grocer, and Dr. William S. 
Howard, of Durbin & Howard, both 
of whom withdrew in favor of the 
others. 

Charter members of the new busi- 
ness body are: 

Xarbcrth Coal Company, Durbin & 
Howard, Arcadia Restaurant, E. H. 
Haws, Atlantic & Pacific Store, Xar- 
bcrth National Bank, Adelizzi Broth- 
ers, Horace Smedlcy, Gene Davis, 
George Dando, Fred Waltzer, Walter 
Case, Harry Wall, Narberth Printing 
Company, Charles Hansell, Narberth 
Theatre, Carroll Market, Hauler's Deli- 
catessen Store, Funk's Garage, Our 
Town, Paul Shea, Cooper Brothers, 
Max's Quality Market, Tony Barber 
Shop, John Drizin, Wunder Battery 
Company, Howard F. Cotter, Robert 
J. Nash, Charles E. Hewitt. 
J. Nash, Charles E. Hewitt, the Nar- 
berth Bridge Garage, J. J. Whiteside, 
Lacy and Nash. 



SALE! 

For Two Weeks Only — Beginning Today 



SHOES FOR WOMEN 



$2.95 



Regular Prices, #5.00 and #6.00 

Every Pair of Enna Jetticks Included in This Sale 

Every Pair Is from Our Regular Stock and 
Guaranteed Perfect 

Get Your NEW SPRING SHOES NOW at 
Remarkable Savings 

No Charges .:. No Refunds .:. No Exchanges 

JOHN DRIZIN 

127 North Narberth Avenue Next Door to the Theatre 

Open, Friday and Saturday Evenings 



Sport ^Briefs 



Bill Anderson never went up to the 
Haverford huddle and told the visi- 
tors before the game started that they 
were in for a licking. Anyone who 
knows Andy knows better. 

* * * 

"Papa" Albert Adam is always quiet 
during the basketball season. He is 
generating steam for the track sea- 
son, where we expect him to repeat his 
championships of former years. 

* * * 

Coach Adam teaches German as a 
regular diet at Lower Merion High. 
The pupils think the world of him and 
as he was born in Germany, his Ger- 
man is correct and he can teach it with 
ease. 

* * * 

Lower Merion JTunior High won 
from Pottstown Juniors Tuesday after- 
noon, 26 to 22. With a half-time lead 
of 21 to 7 the locals took things too 
easily and the visitors turned into a 
whirlwind that almost swept the home- 
lings off the floor. Captain Mike Zen- 
gel and his mates had the integrity at 
the finish and completed the final mo- 
ments with a couple of field goals that 
kept the eneniv at bav. 

* * * 

We present a petition that the cash 
customers leave the referees alone. If 
they make a mistake, feel sorry for 
them instead of presenting them with 
a royal razzberry. They don't want 
to make boners, and if the crowd would 
be patient with them they would make 
fewer, for they could concentrate on 
the game rather than feel that they are 
on the spot. Nine-tenths of the gal- 
lery do not know the correct ruling in 
half of the decisions anyway. If. they 
would spend a little time reading up 
on the rules instead of jeering, they 
would do better, and the game would 
be improved. 

* * * 

Radnor has a good ball club this 
year. Conshohockcti may take them 
over tonight, though. The boys over 
by the river have a fast club. 

* * * 

Chester should be fairly easy for 
Lower Merion tonight, but you never 
can tell. 

* * * 

The Junior High goes to Harrisburg 
today in cars to play Edison Junior 
High. The experience chart rates 
Fdisou to be better than the locals by 
ten points. 

* . * * 

Haverford High continues to win. 
We are wondering what mid-year 
graduation will do for them. Here's 
wishing them good luck. 

* * * 

A team composed of the best in the 
Main Line League might get together 
to play the Sphas or some other lead- 
ing Philadelphia team. The local ag- 
gregation would give them a real run 
for their monev. 



GEORGE A. MAHL, JR. 



Continued from First Pii(te 

rule and not be caught but, quite on 
the contrary, it was always a question 
of whether it was right or wrong. 

"During the past five years those of 
us who knew George well learned of 
the depth and refinement of his very 
soul and spirit. His faith in God was 
his real source, or perhaps I had better 
say, the cause of all of his fine manly 
traits. That faith carried him on and 
bore him up over many trying and 
painful experiences. When he realized 
that those who loved him were worry- 
ing about his physical condition or 
about the pain with which he was 
suffering he was always ready with 
some story or joke by which he hoped 
to divert the thoughts of those who 
were with him. For any kind or gen- 
erous act on the part of anyone else 
his heart was filled with most apprecia- 
tive gratitude. His thoughtfulness and 
consideration for others was un- 
bounded. He showed this particularly 
when another had done something at 
some expense of energy or endurance 
and what was done did not prove as 
effective as he had hoped or as the 
contributor had hoped, he never wanted 
the one who had done the deed to 
know that in any way is was hot suc- 
cessful. 

"At Montgomery school his 
thoughts were always directed toward 
the best interests of the school. The 
questions in his mind concerned how 
the school might be benefited by any 
act of his or by co-operation on his 
part. He loved the school as much as 
any boy could and it was always a 
cause of sorrow when he felt that he 
was not doing his part. With his phys- 
ical handicap it was impossible for him 
to attain the grades which his natural 
ability would enable him to attain. 
That was a source of worry to him be- 
cause he felt that it would be a reflec- 
tion upon the school and his teachers. 

"We know that God in His good 
providence will care for George and 
take him into His loving arms. We 
know that that faith which George has 
is leading him on into the newer and 
more glorious life. He has the prayers 
of all of us and we have the heritage of 
a beautiful example of industry, con- 
scientiousnes, righteousness and finallv 
faith." 



Directors, Officers Chosen -* 

Elected to the board of directors of 
the Bryn Mawr National Bank at its 
anual meeing, held recently, were E. S. 
Murray, J. E. Latta, J. W. Matlack, 
C. E. Wilson, T. W. Hammonds, A. 
R. Gray, J. H. Morris, W. R. Jacquett 
and C. A. Zell. At the meeting of the 
board, the following officers were re- 
elected: J. W. Matlock, president; E. 
S. Murray, vice president; W. R. Jac- 
quett, cashier, and Lane Irwin, assist- 
ant cashier. 



The Narberth American Legion 
Building and Loan Association 

Announces the maturity of its first single 
stock series — 277 shares, for a total of 
$55,400. Checks for this amount were 
mailed this week. 

Investors in this series have paid in 137 
months, $137 for each share, and are 
receiving $200, including interest of $63. 



OFFICERS 

President, Alexander C. Shand, Jr. 
Vice President, Isadore A. Miller 
Secretary, Harry A. Simpson 
Treasurer, Horace T. Smedley 
Solicitor, Walter M. Burkhardt 

DIRECTORS 

Edward Davis, Maurice B. DuMarais, 
Ralph S. Dunne, James W. Follin, 

William H. Fowler, Harry A. Jacobs, 
J. L. McCrery, Carl B. Metzger, 
I. A. Miller, John A. Mowrer, Jr., 
Henry T. Nash, A. C. Shand, Jr., 

Harry A. Simpson, Horace T. Smedley, 

Fletcher W. Stites, William H. Durbin 



The NARBERTH AMERICAN 
LEGION B. & L ASS'N 

Meets First Tuesday of Each Month, 7 to 9 P. M. 
Narberth Coal Company Office 



